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Introduction 


You will find that your Apple II computer is quite a marvel. You might use the 
Apple I+, Пе, or Пс computer to help manage a small business, do schoolwork, 
budget home finances, keep records, write, or play games. The Apple can help you 
to become more efficient and organized. It can provide you with information, resources, 
and capabilities formerly unavailable. 

But just when you’re really rolling, you get your first silicon slap-in-the-face: 
your computer breaks down! Only at that moment do you realize that your 
computer is not a magical wonder — it's an electromechanical applicance, simi- 
lar to your television, stereo, or automobile. It has moving mechanical parts that 
wear out. It has integrated circuit chips and other electronic components that 
short out and fail. And there are a number of other little problems that can cause 
big worries. 

If your computer is beginning to show signs of age and wear, you may have 
already experienced trips to a computer service center, with the attendant high- 
priced repair bills. Although you may not be a computer technician, and may not 
know the difference between DC and AC electronics, there are ways to assist you 
in having more control over the care of your computer, thereby saving yourself 
time and money. If you have a conscientious desire to take better care of your 
Apple II system, to diagnose problems as they surface, and to make simple 
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repairs, this book will help you attain that goal. You need not be technically or 
mechanically inclined in order to use the material in this book successfully. You 
also do not need to know how to write or understand computer programs. All that 
is required is that you are able to use a screwdriver, and read and follow the 
prompts in a program. 

This book will provide procedures and techniques for the troubleshooting, 
maintenance, and repair of your Apple II system. A unique system diagnostic 
program is also provided to help you with the troubleshooting tasks. This BASIC 
program tests for and diagnoses various subsystem problems, and exercises the 
system as a whole. In addition, this program is structured in a modular fashion to 
allow you to expand and customize it for your particular system configuration. 


MAINTENANCE AND REPAIR TECHNIQUES 


Chapter 1 covers general computer maintenance, troubleshooting, and repair 
techniques. It provides the foundation necessary to make use of the specific 
procedures and instructions found in the subsequent subsystem chapters under 
the “Troubleshooting and Repair Guidelines" sections. 

The repairs described in Chapter 1, as well as in the later subsystem chapters, 
do not require knowledge or expertise in electronics. You do not need to know 
how to solder, nor do you need to know how to troubleshoot a series of integrated 
circuit chips. This book details the steps necessary for diagnosing a problem, and 
once this is done, for effecting a repair. You are even given suggestions as to when 
the repair ofa subassembly should not be attempted, and when it should be taken 
in for professional servicing. 


THE SYSTEM DIAGNOSTIC PROGRAM 


The System Diagnostic Program provided with this book assists in trouble- 
shooting. This BASIC program includes eight modules, each designed to perform 
a series of tests on a different component or aspect of the system. The modules 
that make up the System Diagnostic Program are as follows: 


* Main Menu Module 

е Keyboard Module 

* Monitor Module 

e Printer Module 

* Disk Drive Module 

e Serial Communication Interface Module 
The System Exerciser Module 

е The Game Paddle Module 


X APPLE CARE MANUAL 


You can buy the program on a diskette (refer to the last page of this book), or 
you can key it in yourself (refer to the Appendix). 

Chapter 2 explains how to load and run this program. In addition, the Main 
Menu module is explained, just as the subsystem modules are explained in 
subsequent chapters. A brief overview of the Applesoft BASIC commands used in 
the System Diagnostic Program is also included. 


THE SUBSYSTEMS 
Chapters 3 through 8 each specialize in a particular Apple II subsystem: 


* system unit 

* keyboard 

* monitor 

* printer 

* disk drive 

* serial communication interface 


As it pertains to the specific subsystem, each of these chapters includes: 


* a brief theory of operation 

* specific preventive maintenance procedures 

* a list of possible problems 

* troubleshooting and repair techniques 

* an explanation of the diagnostic program module 


Subsystem Theory of Operation 

The theory of operation provides a general idea of how the subsystem does its 
job. When you know what a subsystem is supposed to do, and how it does it, you 
have more of the information needed to successfully troubleshoot and diagnose 
any subsystem problems that might arise. 


Subsystem Preventive Maintenance 


Preventive maintenance can go a long way to help you to avoid system prob- 
lems. Following these procedures will help you maintain the computer in its best 
possible condition. 


Subsystem Troubleshooting and Repair Guidelines 


Ifa problem with your computer does surface, refer to the appropriate subsys- 
tem chapter. For example, if the printer is not working correctly, refer to Chapter 
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6, Тһе Printer. Within that chapter, refer to the ““Troubleshooting and Repair 
Guidelines” section. Then look up the name of the problem that fits what the 
system is experiencing. Follow the troubleshooting and repair instructions in the 
order given. This becomes the computer’s treatment plan, helping you to isolate 
the problem and then take the appropriate action. 

You can often fix the problem yourself by following these instructions. If it’s a 
more complex problem that warrants taking your system to a computer service 
center, you can do so with a more in-depth explanation, a diagnosis of the 
problem, and a specific focus of what must be done. This saves the technician 
repair time, and thus saves you money. 


The Subsystem Diagnostic Module 


The System Diagnostic Program lets you gather information to determine 
whether the subsystem being tested has a problem, and to pinpoint where that 
problem lies. The "Troubleshooting and Repair Guidelines" indicate when a 
particular test should be performed. Instructions for running the module are 
provided in its own section, along with illustrations of expected test results. After 
performing these tests, you'll be able to make a diagnosis and take the appropriate 
action. 

The program listings and detailed line-by-line explanations of this program 
code are also included in the corresponding chapters. This is particularly useful if 
you know how to program in BASIC, and would like to understand the program 
logic. This can also help you modify the program for your own specific purposes, 
or create new modules for additional subsystems and peripherals. 

If you are not familiar with BASIC, you can easily skip these program explana- 
tions and still use the diagnostic modules successfully. The entire program is 
ready to use. Just create a backup of the program, then load it into your system. 


THE SYSTEM EXERCISER 


Chapter 9 covers the System Exerciser Module, which burns in and thoroughly 
tests the system when it is new, or after a repair. All system functions are exercised 
and run continuously with the Exerciser. This is much like test-driving your car 
after a repair. The Exerciser checks whether your computer has an inherent 
problem, or whether your problem has indeed been repaired as expected. 

Your computer is a system of many interrelated components, and as such, 
when something goes wrong in one part of the computer, it might actually be 
caused by something in another part of your computer. The Exerciser Module of 
the System Diagnostic Program ensures that the system as a whole is working 


properly. 
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WRITING YOUR OWN DIAGNOSTICS 


Finally, Chapter 10 details the techniques used in developing diagnostic mod- 
ules for other peripheral devices, such as digitizer tablets and joysticks, not 
already provided for in the System Diagnostic Program. | 

Ву demonstrating how the game paddle diagnostic module was developed, 
Chapter 10 presents a systematic diagnostic approach that starts by helping you 
learn how to predict problems that can occur with the device. Once you learn the 
types of problems that can occur, and you have the information needed to 
diagnose these problems, you can write a new routine appropriate to such a 
troubleshooting activity. 

The procedures and techniques covered throughout this book will help you 
better understand the internal workings of your system. You will be able to 
maintain a well-running system less likely to experience long periods of down- 
time. You will find that you are saving time by not having to deal with a broken 
computer, and saving money with fewer trips to a computer service center. You 
might also gain a new understanding of BASIC programming, and will certainly 
gain more confidence resulting from the knowledge gained about your computer. 

In every case, we have done our best to ensure the accuracy and reliability of 
the information presented in this book. However, we cannot guarantee that your 
computer will behave as expected, nor can we be responsible for any malfunc- 
tions or damages that occur as a result of following the suggestions in this book. 
Nonetheless, the diagnostics and instructions should be sufficient to help you 
pinpoint problems when they arise. 


1 
Maintenance and Repair 


This chapter will help you better understand the components that make up the 
Apple II series personal computer system. It will also cover general preventive 
maintenance, troubleshooting, and repair techniques that will provide a good 
foundation for the computer care details about which you will learn in subse- 
quent chapters. 


SYSTEM OVERVIEW 


The typical Apple II computer system consists of the following components: 


* system unit 

* keyboard 

* monitor 

е printer 

* disk drive(s) 

* serial communication interface 


Although your particular system might include other peripherals, this is a basic 
configuration, resembling the system shown in Fig. 1-1. 
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Fig. 1-1. The Apple ІІ configuration. 


Although they are covered in more detail in their individual chapters, a brief 
description of each of these components is provided here. This general overview 
describes how the various components interact to perform the work expected ofa 
personal computer system. 


System Unit 


The system unit is the actual computer, and as such, is the single most impor- 
tant component of the computer system. On the Apple II systems, the system unit 
is enclosed in the same assembly with the keyboard. 

The system unit houses the central processing unit (CPU), as well as the various 
interfaces for the computer’s peripherals. The CPU consists of the microprocessor 
chip that runs the computer. It issues commands that cause calculations to be 
made and processes to be run as well as coordinating the various input and output 
devices. It transfers and processes data to and from the outside world via ports. 

The CPU microprocessor chip resides on the motherboard, as do the video, 
cassette drive, and game paddle controllers. The various versions of the Apple II 
system — the II Plus, Пе, and IIc — have different CPU configurations. 

The Apple II Plus system unit microprocessor consists of the 6502 CPU chip 
with 48 kilobytes of memory. It also includes eight expansion slots for additional 
peripheral boards such as a disk drive controller or serial communication inter- 
face board. 
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The system unit microprocessor for the Apple Пе includes the 6502B CPU 
chip, and 64 kilobytes of memory. Like the II Plus, the Apple Ile has eight 
expansion slots. 

The Apple Пс uses the 65С02 microprocessor with 128 kilobytes of memory. 
The Пс is contained in a different housing than the II Plus and Пе systems. The 
case itself is smaller and more compact. There are two serial I/O ports fora printer 
and modem, a mouse interface, and two disk drive controllers: one for an internal 
drive, and one for an external drive. Further information about the system unit is 
found in Chapter 3. 


Keyboard 


The keyboard is the computer’s primary input device. Typed characters form 
commands, move the cursor, and enter data. The keyboard controller generates 
the code of the characters entered, the system unit interprets and processes these 
keyboard signals, and the monitor displays key entries and processing results. 
Further information about the keyboard is provided in Chapter 4. 


Monitor 


The monitor, also known as a “cathode ray tube" (CRT) or “video display,” is 
the visual output for work input on the Apple. It shows the input data from the 
keyboard, modem, mouse, game paddle, or other input device; it also displays the 
results of system processing performed within the system unit. The Apple II 
usually uses a color monitor, which can be either a standard television set or a 
computer monitor. The IIc also supports both 40-column or 80-column displays. 
Further information about the monitor is found in Chapter 5. 


Printer 


Like the monitor, the printer is an output device. However, while the monitor 
provides output on the screen, the printer provides output on paper, or hardcopy. 
A serial interface connection between the system unit and printer allows data and 
processing results to be transferred from the system and typed using a dot-matrix 
or letter-quality printer. To learn more about the printer, refer to Chapter 6. 


Disk Drive(s) 

The disk drive is used to store and retrieve software programs as well as data, 
recording information in electronic form on floppy diskettes. Chapter 7 covers 
disk drives. 


4 APPLE CARE MANUAL 


Serial Communication Interface 


The serial communication interface is the means used to enable the Apple II to 
talk to the outside world. It can connect to, or interface with a modem, which 
sends data to and receives data from another computer via telephone lines. It can 
also interface with a printer, transmitting data to be printed, or interface directly 
with another computer. Further information about the serial communication 
interface can be found in Chapter 8. 


TOOLS AND RESOURCES 


Troubleshooting and repairing computers may seem to be a difficult task. 
However, most computer technicians go about their work methodically. They 
test various aspects of the system to gather information about the symptoms of 
the problem. Then they use this information to make logical deductions as to the 
nature of the malfunction. The system repair is effected by making adjustments 
and replacing faulty components. 

To perform such troubleshooting and repair activities, computer technicians 
have specific knowledge and training about the particular systems they service, as 
well as complete sets of pertinent documentation and schematics. Technicians 
use a good set of tools, and have spare parts available to them. Additionally, they 
have various information resources upon which to draw. 

Although you cannot expect to do as thorough a job as a computer technician 
without the same investment in training, tools, and spares, you can take cues by 
learning some of their basic processes and techniques. Then, when your com- 
puter malfunctions or breaks down, you will be better prepared to analyze and 
then solve the problem with a minimum of effort and expense. 


Documentation 


Save all manuals, user guides, specifications, installation instructions, and any 
other technical documentation that comes with your system and its peripherals. 
This documentation provides the necessary specifics regarding your particular 
Apple II configuration. Such information becomes vital when installing and 
setting up a new device, or if the computer experiences a malfunction. 

If you have inadvertently lost or thrown out important documentation, an- 
other copy can probably be obtained from your Apple II dealer or device manu- 
facturer. You can also check with your library or Apple II user group for docu- 
mentation to borrow or buy. 


Tools 


Tools let you open, bend, cut, insert, and connect things in the computer. The 
following tables list required tools and cleaning supplies. The tools make the job 
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of computer troubleshooting and repair possible. The cleaning supplies аге vital, 
as cleaning is a major aspect of preventive maintenance. 

When buying tools, try to obtain good quality tools. This does not necessarily 
mean you should buy the most expensive tools on the market, but they must not 
bend or break at a critical moment. In other words, buy dependable tools that will 
last a long time. 

Table 1-1 lists required tools, and Fig. 1-2 illustrates these tools. Table 1-2 lists 
cleaning supplies, and Fig. 1-3 illustrates them. The tables list the functions, uses, 
and approximate costs for the tools and cleaning supplies. 


Table 1-1. Tools. 


; to tighten and untighten 


to tighten and untighten 
phillips screwdrivers cross-slotted screws used for 
holding bolts down 


to grip and/or bend small 
needle-nose pliers objects as an extension or a 
"helping hand" 


to grip and/or bend small 
objects, to hold larger nuts 
to strip away plastic insulation 
[wire cuter | веле 


to tighten and untighten 
screws in an electrically 
charged environment 


to remove keys from the key 
key extractor post on the keyboard 
А to remove а socketed IC chip 
chip extractor from its socket 


| to smooth or grind down a 
metal flat file plastic surface such as a 


keycap 


non-conductive screwdriver 
“tuning wand" 
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Table 1-2. Cleaning Supplies. 


compressed air with pressurized air used to 
nozzle and extension blow out dust and dirt 


solution used to clean 
freon or contact cleaner with contacts and switches on 
nozzle and extension printed circuit board 
components 


for general cleaning of 
electronic hardware, 
floppy disk drive heads, 
and print wheels 


denatured isopropyl alcohol 


for cleaning hardware and 
cotton swabs components in tight places; 
used with isopropyl alcohol 


for cleaning hardware 
components with 
isopropyl alcohol 


sponges and 
lint-free paper or cloth 


for cleaning oxidation 
from edge connectors 
and cable pins 


emery paper or 
pencil eraser 


Fig. 1-2. Tools. 
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Fig. 1-3. Cleaning supplies. 


Spares 


Professional technicians usually have an inventory of spare parts associated 
with the equipment they work on. The spares help them in troubleshooting, when 
they swap out parts to find out whether or not it was that component that was 
causing the problem. Ifthe replacement solves the problem, then they know that 
the old part was defective. 

In your case, however, maintaining your own inventory of spare parts for the 
Apple II could be costly and impractical. An alternative is to find someone (a 
friend, a colleague at work, an acquaintance in a user group) who owns the same 
type of Apple II system. Work out a deal with this person in which you can 
temporarily swap parts with each other when one of your systems is malfunction- 
ing. You can use this person’s system for troubleshooting by temporarily swap- 
ping suspect parts to find exactly where the problem is. 

Note: Swapping parts with someone else’s system should be used as a last 
resort. Make sure both parties understand that there is a risk associated with 
swapping. The possibility exists that the particular problem in your system could 
damage or destroy the swapped part. 

Find out who has the best prices for computer parts. There might be a good 
discount computer or electronics supply store in your area that stocks computer 
components at lower rates than a computer retailer. 

The want ads in the back pages of most computer magazines, and even the 
daily newspaper, are good sources for used parts. Computer flea markets and 


8 APPLE CARE MANUAL 


swap meets are also good sources for used parts at low prices. The Apple II systems 
have been popular computers for several years. As а result, used parts and periph- 
erals should be readily available. 


User Resources 


As you become more and more involved with your computer, resources be- 
come more and more important. It becomes less critical to know everything if you 
have good resources that provide accurate information. 

If you still cannot find the source ofa problem after trying all the troubleshoot- 
ing steps, call your local Apple II dealer. Many stores and service outlets will assist 
with valuable information if you can ask specific questions. 

That friend of yours with an Apple II system might have knowledge you do not. 
Exchange information with any other Apple II users of your acquaintance. Every- 
one has a different baseline of computer experience and knowledge. 

Apple II user groups are excellent repositories of information and experience. 
You can find a local user group through your computer dealer, in the newspaper's 
computer or social events section, or from listings in computer magazines. The 
people you'll meet at a user group can help answer questions, solve problems, and 
find other resources. 

Read the Apple II computer magazines such as A+ (Ziff-Davis Publishing 
Company, Ziff Communications Company, One Park Avenue, New York, NY 
10016), NIBBLE (Micro SPARK, Inc., 52 Domino Drive, Concord, MA 01742), 
and inCider (IDG Communications/Peterborough, Inc., 80 Elm Street, Peter- 
borough, NH 03458). Such magazines provide good advice, information, and 
further resources. 


General Troubleshooting and Repair Guidelines 


This book is broken down in chapters according to major computer subsys- 
tems. If you're having trouble with the keyboard, for example, refer to Chapter 4, 
“Тһе Keyboard." The chapter describes specific preventive maintenance for the 
keyboard, possible keyboard problems, and steps to take in troubleshooting and 
repairing them. Part of this troubleshooting process includes running one of the 
diagnostic modules. The chapter explains how to run the diagnostic module and 
what results to expect. With the diagnostic modules, troubleshooting is easy and 
automatic. 

Once you run the diagnostic test and discover the source of the problem, the 
general repair guidelines offer suggestions on how to have the problem fixed. 
Many of these suggestions have you doing the repairs. Even if you are not 
mechanically or technically *inclined," you should have little problem trouble- 
shooting and even repairing diagnosed problems on the Apple II. 
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If you run one of the diagnostic tests and the results indicate a problem, you 
might wish to double-check the diagnostic on an identical system to ensure that 
the diagnostic program is providing accurate results before spending any time 
and money on repair. This is especially true if you have modified the program in 
any way. 


Limitations 

Never try to fix something for which you do not have the proper knowledge, 
documentation, tools, or parts. A little knowledge on your part can be a danger- 
ous thing to your computer, especially when you know just enough to get into 
trouble and possibly make the problem worse. 

Never attempt any procedure you feel you cannot handle. Do easy repairs first, 
and work your way up to the more difficult repairs as your skill and confidence 
grow. When in doubt, let the professionals do it. Don’t place your computer in 
needless jeopardy. 

Don’t try any troubleshooting or repair procedure on a working system just 
because it sounds like fun and you want to experiment. If it works, don’t fix it. 
Preventive maintenance procedures are the only procedures that should be per- 
formed on a well-running system. 


MAINTAINING YOUR APPLE II SYSTEM 


Preventive maintenance and good working habits are the two keys to mini- 
mum system downtime and maximum system longevity. Many system problems 
can be avoided if the system is set up properly in a non-threatening environment, 
if good working habits are established; if preventive maintenance procedures are 
performed regularly; and if basic troubleshooting and repair techniques are fol- 
lowed. 


Safety 

Certain safety precautions must be followed whenever working with any kind 
of electrical device. 

Before disconnecting cables or opening any part of the system, unplug the ac 
connector from its source, usually the electrical outlet or ac strip. Never work 
with an open system if it is “live,” or electrically powered. 

Even when the electricity is disconnected from an open system, ground your- 
self by touching metal before touching the system. When you are grounded, 
electrical charges are not attracted through your body, and you are prevented 
from electrical shock. 
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When you make adjustments on one of the printed circuit boards, use a tuning 
wand, which is a non-conductive screwdriver. This prevents any electrical cur- 
rents residing in the board from being conducted into your hand and through 
your body. 

Never open the monitor, because it contains dangerous capacitors and high 
voltage that is stored and can be discharged through you, causing severe electrical 
shock. Ifthe system has a problem that requires opening the monitor, take it in for 
servicing, and have a professional do it for you. Such technicians are certified in 
high-voltage electrical work. 


Setup 


When you set up your system for the first time, be sure to follow the installation 
instructions provided in the Apple II user guide. Situate the computer in a clean, 
cool, relatively dust-free environment. Place the computer in as permanent a 
location as possible. The less the computer is moved, the fewer problems it will 
have. 

Set all parts of your system on a flat, secure surface. For example, don't teeter 
any part of the system on the edge of a table. Don't have loose cords hanging 
where someone could trip and hurt themselves as well as the computer. 

Do not place your computer near any power supplies, appliances, or any other 
items that contain some type of motor. A motor creates a magnetic field, which 
can interfere with the data written magnetically on your diskettes. This magnetic 
interference could easily erase or garble your programs and data. 

Several interface cables can be connected to your system unit at the rear, to 
provide pathways from the controller circuits to the peripheral devices. The cable 
connectors plugged into the system unit receptacles can work loose when a part of 
the system is moved. If the cable loosens enough to where it's not making the 
proper connection, the peripheral will stop working. 

Make sure that the keyboard/system unit is closed. The system unit cover 
attaches to the unit with interlocking plastic fasteners. Make certain these fas- 
teners are properly snapped down, and replace them if they aren't working 
correctly. If the unit pops open, it can cause improper contacts while working. 


Everyday Working Habits 


Good everyday working habits are vital to the health of your computer. Mea- 
sures such as using dust covers, an antistatic mat, and a surge protector can go a 
long way in preventing system problems. 

Using Dust Covers. Buy dust covers to protect the monitor, system unit/key- 
board, disk drive, and printer. Dirt and moistureare your system's worst enemies. 
Contacts — the exposed wires, or legs, of the integrated circuit (IC) chips on the 
system's printed circuit boards — have electric current flowing through them, 
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which can attract particles of dust. The dust, in turn attracts moisture out of the 
air. As this process continues, the dust and moisture eventually cause electrical 
shorts and corrosion of the electronic parts, which can then cause system mal- 
functions. 

In addition, dust and dirt accumulating under the keycaps of the keyboard can 
cause contact problems. In this case, you might press a key and have nothing 
happen, because there is so much dirt that the pressed key can no longer send the 
signal to the keyboard controller. 

A piece of dust inside the disk drive can cause problems there as well. The drive 
head travels mere microns above the surface of the diskette. If a piece of dust gets 
in the way of the drive head, it can cause data to be read or written incorrectly. 

Accumulated dust inside the printer mechanism can cause poor-quality 
printing. 

Spending $10 or $20 for a dust cover is preferable to buying a brand new 
printed circuit board to replace one that has been ruined by corrosion or other 
damage caused by dust. Get into the habit of covering the system when not in use. 

Preventing Static Electricity. Static electricity is another computer foe. Static 
electricity, also known as electrostatic discharge, refers to the giving off of electri- 
cal charges that are contained in a particular object, or produced by friction, for 
example. Static electricity can present a serious problem to your computer. This 
is because the IC chips throughout the system contain minute electronic circuits 
that are particularly vulnerable to damage by large voltages inherent in static 
electricity. If you live in a dry, cool climate, the potential for static electricity is 
greater, so your computer stands an even greater risk of getting “zapped.” 

Most devices within the computer run on power of up to about 15 volts, and 
are protected from electrical damage up to 2-5 kilovolts. However, the electro- 
static discharge from a human can be more than 20 kilovolts. This means that you 
could easily be the source of static electricity that can damage your system's 
components. 

There are several ways to protect your computer from static electricity. Spray 
the floor or carpet around your system with an anti-static solution. Additionally, 
lay down an anti-static mat under your computer. Anti-static spray as well as the 
mat can be obtained at an office or computer supply store. The least expensive 
solution is to simply touch something metal that's not part ofthe system, perhaps 
a desk lamp or file cabinet, before touching the computer. This grounds you and 
prevents the transfer of static electricity to the computer. 

Do nottouch the metal edge connectors, when handling a printed circuit board 
within the system. This will discharge electricity in your body through the printed 
circuit board to the nearest IC chip. 

Power Surge Protection. The electricity supplied at the electrical wall outlet is 
rated at 110/120 volts at 60 Hertz (cycles per second). There are moments when 
surges of electricity exceed 110/120 volts, and other moments when sags in 
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voltage are lower than nominal. You’ve probably experienced drops in electricity 
when the lights flicker or dim in intensity. This brown-out effect might cause the 
keyboard to temporarily lock up, and you might lose some data due to logic-re- 
lated problems within the computer. 

The most damaging problem is the voltage surge. A power surge can pass 
through the power supply’s filter circuits by giving it more peak voltage than it can 
effectively suppress. The Apple II power supply takes the 110/120 volts AC and 
rectifies it to 5, 12, or 15 volts DC. These are the voltages with which the inte- 
grated circuits in the computer are designed to operate. When the computer’s 
power supply receives a large power surge or spike, it is not capable of suppressing 
it. This instantaneous spike is sent through to the chips, damaging or even 
destroying them. The spike not only damages circuits but also causes the system 
to fail, wiping out everything you’re working on currently stored in system 
memory. 

Because boards are expensive to repair and many chips are expensive to 
replace, and because your work and your time are valuable, protect the computer 
from these indiscriminate voltage surges by using a surge protector, which isolates 
the voltage surges and spikes in order to provide the system with a constant 
110/120-volt supply. You can buy a surge protector at a computer or electronics 
supply store. Connect the AC cord into the surge protector, and plug the surge 
protector into the AC outlet. Many power strips have built-in surge protectors as 
well. Using a surge protector with the computer will extend the life of its inte- 
grated circuits, and will also prevent loss of data while you’re working. 

Food and Drink. Don’t eat, drink, or smoke near your computer. For example, 
if you spill or drip something into the keyboard, you will have an emergency 
cleaning job on your hands, or the instant need for a new keyboard. Because the 
keyboard and system unit are included in the same housing, any liquid that spills 
in the keyboard could seep into the system unit, causing far more serious prob- 
lems such as shorting system components out and causing permanent damage. 

Ashes, cookie crumbs, sandwich particles, dinner bits, can all end up inside the 
keyboard and system unit if you smoke or eat while working. This can destroy the 
keyboard contacts and render the keyboard useless. It can also damage compo- 
nents within the system unit. 


Preventive Maintenance Techniques 


Preventive maintenance consists of those procedures which are performed as 
part of periodic general system care. Preventive maintenance procedures help 
keep the system running properly, and prevent breakdowns. The following pre- 
ventive maintenance procedures are applicable to the system as a whole. More 
detailed procedures about individual subsystems are covered in the “Preventive 
Maintenance” section found in each subsystem chapter. 
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These preventive maintenance procedures should be performed regularly — at 
least once every three months. Do them more often ifthe computer is situated in a 
harsher environment than normal. 

Vacuum/Compressed Air. Use a hand-held vacuum cleaner or can of com- 
pressed air (like camera lens cleaner), to vacuum or blow around components 
such as the keyboard keys (Fig. 1-4), and printer mechanism. Also, open the 
system unit cover and carefully vacuum or blow around the inside of the com- 
puter. This clears out any dust and dirt that works its way into the system in spite 
of the dust cover. 

If you have a choice between the two, it's preferable to vacuum dust up rather 
than blow it around. Blowing dust can possibly send it deeper into the system 
where it could cause even more trouble. 

External Fan. If you use the Apple II Plus or Пе for more than a couple hours at 
a time, obtain an external fan. Sometimes the system experiences overheating, 
which can cause malfunctions in programs being run. An external fan clips onto 
the rear of the system unit and forces air through the vents to the inside of the 
system to keep it cool. 

Disk Drive Head. The floppy disk drive head can accumulate a layer of 
oxidation after continued use. To remove this oxidation, use a disk drive head 
cleaning kit. These kits are available at most computer stores, and include a 


Fig. 1-4. Dusting with compressed air. 
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special diskette permeated with isopropy! alcohol. Follow the instructions that 
come with the cleaning kit. This will consist of inserting the cleaning diskette into 
the disk drive, and entering a command that causes the diskette to rotate. In this 
manner, the read/write heads are flash-cleaned. 

Printer. Dried ink and bits of paper can accumulate on daisy wheels and 
dot-matrix print heads. A lint-free gauze cloth moistened with denatured isopro- 
py! alcohol (not rubbing alcohol) can be used to clean these. 

General Cleaning. Denatured isopropyl alcohol can also be used to clean the 
exterior or interior of the system where dirt and dust have accumulated. Use 
cotton swabs lightly moistened with isopropyl alcohol to clean hard-to-access 
areas. 


Troubleshooting Techniques 


Troubleshooting is another word for problem-solving. When there is a com- 
puter malfunction, troubleshooting is a systematic approach with which you can 
discover what caused the problem so that you can effect a repair. 

When a subsystem or even the entire computer isn't working, check the easy 
things first, such as items having to do with power and cabling. 


* Does it have power? 

* Are all power switches turned to the ON position? 

* Is the unit plugged into an AC supply? 

* Is the AC supply controlled by a light switch? 

* Is the AC supply controlled Бу a power strip switch? 
* [s the fuse blown? 

* [s there a problem in the fuse box or circuit breaker? 
* Are the cables properly seated? 


If the power and cabling are in order, then try swapping the malfunctioning 
subsystem with one you know is working. First try another subsystem on your 
computer. If it works, then you know that your subsystem is defective. If it does 
not work, this probably indicates a problem with your system unit. To double- 
check this, try your malfunctioning subsystem on another system unit. If it 
works, this confirms a problem with your system unit. 

Other general troubleshooting techniques include reseating controller boards, 
cleaning oxidation from cable pins and board edge connectors, and checking 
switch settings. Procedures for each of these are covered in Chapter 3, under 
"System Unit Troubleshooting and Repair Guidelines." 

Each subsystem chapter that follows lists several more specific solutions to try 
when troubleshooting a problem. 
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When you’ve tried everything and the problem still is not fixed, the problem is 
probably in the system unit itself. Refer to Chapter 3, “Тһе System Unit,” for 
system unit troubleshooting procedures. 

If the above system unit measures do not effect a repair, that’s when it’s finally 
time to take the computer in for servicing. 


Repair Techniques 


There are various techniques and tricks that technicians learn after doing 
repair work for a period of time. The following repair techniques can help you 
take advantage of some of this experience, especially if you have never attempted 
any kind of computer repair. 

Working With Tools. Always make sure you’re using the proper tool for the 
job at hand. Don’t try to force one tool to do another tool’s job for the sake of 
convenience. You’ll end up making more work for yourself, because fittings can 
break and screws can be stripped, making them useless. Use the proper screw- 
driver size for the screw. Use flatblade screwdrivers for slotted-head screws, and 
Phillips screwdrivers for Phillips-head screws (Fig. 1-5). When making adjust- 
ments on one of the printed circuit boards, use a tuning wand instead of a metal 
screwdriver. This prevents electrical components from accidental shorting or 
bridging. Electrical shorts between components can cause serious damage to a 


circuit. 
slotted screw 7 bv head screw 
N 


N 


flatblade screwdriver Phillips screwdriver 


Fig. 1-5. Using the proper screwdrivers. 
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When disassembling a unit by removing the screws, keep all the screws in one 
place where they won’t roll away and get lost. Putting them in a shallow bowl or 
ashtray is a good practice. If there are different types of screws coming out at 
different places, it’s a good idea to keep these separate from each other. This will 
prevent you from inadvertently replacing the wrong screws in the wrong holes 
when reassembling. 

Remember, clockwise is on, counterclockwise is off. Turn the screw to the left 
to disassemble the unit. Turn the screw to the right to reassemble the unit. 

When screwing a unit back together again, always place the screws into their 
holes with just a couple turns. This lets you situate and align the unit properly 
before tightening down. If a unit is being reassembled with more than three 
screws, tighten the screws down in a criss-cross fashion (Fig. 1-6). Start at one 
corner, then screw the opposite corner. Continue in this star manner until all the 
screws are tightened down. This allows for a properly aligned and tightened unit, 
and also prevents the screws from being stripped. 

When replacing screws, do not force them into their holes. Turn the screw 
gently in its hole and wait until you feel the threads engage before tightening it 
down. If the screw should go in at an angle, and you force the screw in, this strips 
the screw threads, making the screw and its hole useless. 

Never force anything when removing or replacing any part of the system. If the 
item is in its proper place, force is not necessary and will only cause damage. 


Fig. 1-6. Cross-tightening screws. 
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Making Adjustments. When making adjustments with knobs or potentiome- 
ters (variable resistors), turn it exactly 1/4 turn at a time in a particular direction, 
clockwise or counterclockwise. Then, if you over-adjust, you will know how farin 
which direction to go back to correct the adjustment. 

Working with PC Boards. When disconnecting cables in order to get to a PC 
board, note how the connector fits onto the receptacle. Most connectors are 
keyed so that they can go onto the receptacle only in one direction. Check each 
cable for orientation and keying before setting it aside. If it is not keyed, mark or 
tag it in some way so that you’ll know how to plug it back in when reassembling 
the unit. 

When disconnecting several cables at the same time, make sure you know 
where they are connected. If they each have different types of connectors, the job 
is easy. However, if they are all similar to one another, mark or tag the connectors 
in some way so that you'll know where to connect which cables. 

The PC board can be removed once all the cables are disconnected. Hold it by 
its edges and gently rock the board out of its edge connector. Take care not to 
touch the underside of the board with its exposed IC pins, which could cut your 
fingers. Also, don't touch the metal edge connector. You could transfer electrical 
charges through all the circuits on the board and damage them. 

When installing the board back into its edge connector, align it in place, then 
hold it by its edges and push it gently into the connector until it is firmly seated. 
Remember, never force anything. 

Working with IC Chips. If your troubleshooting efforts determine that a partic- 
ular IC chip is defective, you can easily replace the chip if it is socketed. 

IC chips are either soldered onto the board, or socketed into chip sockets. 
Socketed chips can easily be removed and replaced. To do this, use a chip 
extractor to lift the chip off of its socket (Fig. 1-7). 

There is usually a notch or dot on the chip as well as on the socket to help with 
alignment orientation when inserting a chip onto the socket. Have the notches of 
the chip and socket facing the same direction (Fig. 1-8). Carefully line the IC chip 
pins up with the socket holes, then gently press the chip into the socket as far as it 
will go. Be sure not to bend the IC pins while you're pressing it into the socket. 
This could render the chip useless. 

If the chip needing replacement is soldered onto the PC board, take the board 
in to computer service. Soldering is a skill that takes a lot of practice, so have the 
professionals do it. 

Cleaning. Whenever opening up a part of the system for troubleshooting or 
repair, take this opportunity to clean. Cleaning can often solve the current prob- 
lem, as well as prevent future problems. Vacuum dust up, wipe with isopropyl 
alcohol on lint-free cloth or cotton swabs, and do any other cleaning appropriate 
to that unit. | 
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Fig. 1-7. Removing a socketed chip. 


chip orientation guide 


Fig. 1-8. IC chip orientation. 


Replacing Subassemblies. When you suspect that a particular subsystem of the 
computer needs to be replaced, first swap the component with that of another 
system. This will confirm that the component really is defective, and that it is not 
a problem elsewhere in the system. 
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When you confirm that а subassembly must be replaced, take it with you to the 
computer dealer or electronics supply store. This will help you get an exact 
replacement. Y ou can also find out if the store has a trade-in allowance for the old 


part. 


Ifthe component is broken beyond repair, you might find it interesting to take 
it apart. There is nothing to lose at this point, so you can fool with it and find out 
how it ticks. This way, if the replacement component ever has a problem, you'll 
have a better idea of what to do with it, without the fear of damaging it further. 


GETTING STARTED 


To get going on general care of the Apple II system, preventive maintenance, 
troubleshooting, and repair, do the following: 


Read through this book to become familiar with the concepts and organiza- 
tion of the material. This way you can get started immediately with preven- 
tive maintenance, and when a problem arises, you'll know right where to 
look. 


Make a backup of the System Diagnostic Program. If you did not purchase 
the program diskette, key in all the diagnostic programs now, before any 
problems arise. Then if something does go wrong, you'll already be prepared 
to troubleshoot. 


Gather the basic tools and cleaning supplies into a computer maintenance 
kit. 

Collect all technical documentation and find a central place for it, perhaps 
an area at your desk or bookcase, or in a binder. 


Contact someone who owns an identical Apple II system, and agree to loan 
and borrow components when needed for troubleshooting. Start establish- 
ing your computer user resources. 


Тгу out the diagnostics now, before you encounter a problem. Know how 
the results are supposed to appear under normal circumstances. 


Code any necessary modifications into the System Diagnostic Program. 
These modifications might have to do with accommodating another periph- 
eral, or a different kind of system, printer, or keyboard than what is allowed 
in this program. Test the modified program thoroughly, and when satisfied 
that the program is working as it should, make a backup copy. 


If you follow the measures listed above, you'll be ready to troubleshoot and repair 
at the first sign of a suspected computer malfunction. 


2 


The System Diagnostic 
Program 


This chapter covers the System Diagnostic Program: what subsystem modules 
consist of, and how to load and run the program. The Main Menu module of the 
System Diagnostic Program is then described in detail to explain how the pro- 
gram actually works. 

An overview on program modification and adaptation for your own purposes 
is covered here briefly, and treated in greater depth in Chapter 10. 

For those unfamiliar with Applesoft BASIC programming, or who need a 
quick refresher, a final section describes how to interpret the module code expla- 
nations provided in each chapter. This section also provides short definitions of 
the Applesoft BASIC statements and commands used in the System Diagnostic 
Program. 


SYSTEM DIAGNOSTIC PROGRAM SUMMARY 


The System Diagnostic Program is divided into several modules. Each module 
includes the necessary program instructions for exercising a particular device on 
the Apple II and testing for possible problems. The devices that can be tested with 
this program are those of a typical configuration: keyboard, monitor, disk drive, 
printer, and serial communication interface. 

The block diagram in Fig. 2-1 outlines the structure of the System Diagnostic 
Program. The numbers within each of the blocks are the line numbers where the 


Main Menu Module 
Lines 50-190 


Keyboard peg ca Module 
Lines 200-310 


Monitor Diagnostic Module 
Lines 350-1120 


Printer Diagnostic Module 
Lines 1130-1790 


Disk Drive Diagnostic Module 
Lines 2500-3100 


Serial Communication interface 
Diagnostic Module 
Lines 3500-3600 


System Exerciser Module 
Lines 4000-4320 


Game Paddle Module 
Lines 5000-5140 


Fig. 2-1. System diagnostic program block diagram. 
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code for that subsystem module is located. Lines 10 through 30 are set aside for 
introductory program remarks. 

The first module is the System Diagnostic Main Menu. The program code for 
the Main Menu module, residing in lines 50 through 190, will be described later 
in this chapter. The code for the other modules is listed and explained in the 
appropriate subsystem chapter. For example, the code for the Monitor Diagnos- 
tic module is explained in Chapter 5, “Тһе Monitor.” 

The second module in the program is the Keyboard Diagnostic module. This 
module runs а test that displays the character (echos) and gives the numeric code, 
or ASCII value, of any key that is pressed. If you press a function key, the function 
key name and/or combination is displayed on the screen. The Keyboard Diag- 
nostic module resides in lines 200 through 310. 

The third module is the Monitor Diagnostic module, which consists of five 
different tests residing in lines 350 through 1120. 

The Display Test fills the entire screen with a specified character, testing 
whether or not each location on the monitor is capable of displaying data. The 
Alignment Test displays a series of vertical and horizontal lines to check that the 
monitor is properly aligned. The Character Set Test displays the monitor’s full set 
of available display characters. The Scroll Test provides a sliding character set to 
check that the monitor is scrolling correctly. Finally Low-Resolution Color 
Graphics Test checks the 16 colors available at each low-resolution memory 
location on the screen. 

A sixth monitor test, the High-Resolution Color Graphics Test, is also pro- 
vided as a separate program, due to Apple II memory allocation constraints 
pertaining to high-resolution graphics. It checks the six colors available at each 
high-resolution memory location on the screen. This program is provided on the 
same diskette with the System Diagnostic Program, or it can be copied from the 
listing provided in Appendix B. 

The Printer Diagnostic module consists of five tests and is stored at lines 1130 
through 1790. 

The Sliding Alpha Test checks each letter of the printer’s available character 
set. The Character Set Print Test displays the primary character set that is recog- 
nized by the printer. The Echo Character Print Test checks that specified charac- 
ters can be printed. The Horizontal Tab Test checks all horizontal tab positions 
across the width of the printer carriage. The Line Feed Test checks various line 
space gradations, including the feeding of a new continuous form page. 

The Disk Drive Diagnostic module tests and exercises the two main functions 
of the disk drive: reading from and writing to the diskette. Lines 2500 through 
3100 contain this disk drive test. 

Lines 3500 through 3600 contain the Serial Communication Diagnostic mod- 
ule, which tests the serial communication interface. For this test, the user presses a 
key on the keyboard, and the character and its ASCII value is displayed on the 
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screen. This “loopback” test determines whether or not the modem interface is 
functioning accurately. 

The System Exerciser module resides at lines 4000 through 4320. If you have 
just purchased a new Apple II system, or if you've just brought the computer back 
from servicing, it's a good idea to "burn in" the system. Burn-in is a continuous 
testing mode that exercises all system functions. This is particularly useful be- 
cause most computer problems take place when the system is first set up, or when 
the computer is moved. The Exerciser module allows you to burn in and check 
system functions automatically and unattended. Further information about the 
System Exerciser can be found in Chapter 9. 

The Game Paddle Diagnostic module, located at lines 5000 through 5140, is 
the example used in Chapter 10 to demonstrate how you can develop and inte- 
grate a new diagnostic module for any additional peripherals you own. 


USING THE SYSTEM DIAGNOSTIC PROGRAM 


If you have purchased the diskette containing the System Diagnostic Program 
(refer to the back page of this book for more information), the first thing to do, as 
with any new program diskette, is to make a backup copy and keep the original in 
a safe place. 


Keying in the Program 
If you have not purchased the diskette, enter the program code as listed in the 
Appendices. To do this: 


1) Turn on the Apple system. 
Applesoft BASIC is automatically invoked. 


2) Enter NEW to indicate to BASIC that this is a new program. 
3) Enter the System Diagnostic Program code exactly as listed in Appendix A. 


4) Save the program after each hundred lines, to protect from data loss in the 
event of a power or system failure. Use the command SAVE DIAG. That 
portion of the program is saved to the diskette. 


Note: There is nothing special about the program name of “іар”. 
Name it anything you like. Just made sure it is a descriptive name, and 
that there is no other program by that name on that diskette. 


5) When the entire System Diagnostic Program is entered and saved to the 
diskette, enter RUN DIAG and test each program function to make sure there 
are no syntax errors. Such errors indicate typographical errors made while 
entering the program. 


6) To correct any typographical errors, enter the line number containing the 
error, then simply retype the line correctly. This overwrites the incorrect 
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line. For further editing commands and techniques, refer to your Applesoft 
BASIC Programmer's Reference Manual. (Scott Kaming, Addison-Wesley 
Publishing Company, 1987). 

7) Save the corrected version of the program. 

8) Make another backup copy of the program. 


9) Repeat these steps for keying in the High-Resolution Color Graphics Test 
program, as listed in Appendix B. 


Note: It is important that the program is keyed in and properly working before 
a system problem surfaces. If you wait until after you suspect a malfunction, you 
might not be able to enter the program due to the malfunction. Even if you are 
able to enter and run the program, the test results might be inaccurate and 
misleading. 


Running the Program 
To load and run the System Diagnostic Program, follow these steps: 


1) Turn power on to the system. Applesoft BASIC is loaded automatically, 
and the ] prompt is displayed. 
2) Place the diagnostic diskette into the disk drive. 


3) Enter RUN DIAG. If you have two disk drives and you’re loading the program 
from drive #2, enter RUN DIAG,D2. A beep indicates that the loading process 
has begun. A second beep indicates that the System Diagnostic Program has 
completed the load. The System Diagnostic Main Menu is then displayed. 


4) Follow the same steps to run the High-Resolution Graphics Color Test. 
Enter RUN HIRES. The High-Resolution Graphics Color Test instructions 
will be displayed. 


THE MAIN MENU 


Once the program is loaded, the screen displays the System Diagnostic Main 
Menu. This menu presents several diagnostic options, as shown in Fig. 2-2. 

A selection is made by pressing the one-character command representing the 
first letter of the name of the desired test. For example, if you wish to run the 
keyboard test, enter a K or k. The program is not character case-sensitive, but the 
Apple II Plus can only use the uppercase values. 

When you press a valid selection, the screen clears and presents either a new 
menu or begins the desired test immediately. If an invalid command such asaZ or 
R is entered, the system beeps and returns to the selection mode to let you try 


again. 
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SYSTEM DIAGNOSTIC 


<K>EYBOARD TEST <S>ERIAL COMM TEST 
<M>ONITOR TEST <D>ISK DRIVE TEST 


<PORINTER TEST <E>XERCISER 
<G>AME PDL TEST <Q>UIT 


ENTER SELECTION 


Fig. 2-2. System diagnostic main menu. 


When you press Q, the program “quits,” or ceases operation, and returns the 
computer to the Applesoft BASIC environment. 


HOW THE MAIN MENU MODULE WORKS 


Now that you are familiar with the general structure of the Main Menu mod- 
ule, you can begin to understand how the program works, line by line. A listing of 
the Main Menu module is found in Fig. 2-3. 

Remember, you can skip this section if you are not familiar with BASIC 
programming or if you are not interested in how the program works. Skipping this 
section and the others like it throughout the book will not in any way diminish 
your ability to use the System Diagnostic Program to troubleshoot and repair the 
Apple II system. 

Lines 10 through 30 consist of REMARK statements indicating the title and 
copyright information for the System Diagnostic Program. 


10 REM APPLE ][ SERIES 
20 REM SYSTEM DIAGNOSTIC PROGRAM 
30 REM COPYRIGHT 1988 TAB BOOKS, INC. 


The System Diagnostic Program 27 


10 REM APPLE ][ SERIES 

20 REM SYSTEM DIAGNOSTIC PROGRAM 

30 REM COPYRIGHT 1988 TAB BOOKS INC. 

50 REM MAIN MENU MODULE 

60 НОМЕ : PRINT ТАВ( 12)"SYSTEM DIAGNOSTIC": PRINT 

70 PRINT TAB( 3)"<K>EYBOARD TEST <S>ERIAL COMM TEST"; 
PRINT ТАВ( 3)"<M>ONITOR TEST <D>ISK DRIVE TEST" 

80 PRINT ТАВ( 3)"<P>RINTER TEST <E>XERCISER": 
PRINT TAB( 3)"<G>AME PDL TEST <Q>UIT" 

90 PRINT : PRINT ТАВ( 12)"ENTER SELECTION" 

100 GOSUB 8000: REM GET A KEY 


110 IF A$ = "К" OR A$ = "k" THEN GOTO 200 
120 IF AS = "M" ОН A$ = "m" THEN GOTO 350 
130 IF AS = "P" OR A$ = "p" THEN СОТО 1250 
140 IF AS = "S" OR AS = "s" THEN GOTO 3500 
150 IF AS = "D" OR Аб = "а" THEN GOTO 2500 
160 IF AS = "E" OR A$ = "e" THEN GOTO 4000 
170 IF A$ = "С" OR AS = "g" THEN GOTO 5000 
180 IF AS = "О" OR AS = "q" THEN END 


190 PRINT CHRS (7): GOTO 100 


8000 GET A$: RETURN 
Fig. 2-3, Main menu module listing. 


Line 50 is a REMARK statement indicating the beginning of the Main Menu 
module. 


50 REM MAIN MENU MODULE 


Line 60 clears the screen with the HOME instruction, and then prints the 
program title on the screen. 


60 HOME : PRINT TAB( 12)SYSTEM DIAGNOSTIC": PRINT 


Lines 70 and 80 display the option menu which gives the user the various 
diagnostic module choices. 


70 PRINT TAB( 3) KC EYBOARD TEST <S>ERIAL COMM TEST": 
PRINT TAB( 3) “<М>0МТОК TEST «DISK DRIVE TEST" 

80 PRINT TAB( 3)' P2 RINTER TEST <E>XERCISER”: 
PRINT TAB( 3) GAME PDL TEST «Q»UIT" 
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Line 90 prompts the user to choose one of the modules by entering the first 
letter of the test name. 


90 PRINT : PRINT TAB( 12)" ENTER SELECTION" 


Line 100 calls the Get-a-key subroutine located at line 8000. This will get the key 
pressed by the user to indicate which test is being selected. 


100 GOSUB 8000: REM GET A KEY 


Lines 110 through 180 check for the value of the selected key. Depending on 
the key value, it branches to the location of the indicated test module. For 
example, if the user pressed K, line 1 10 causes the program to branch to line 200, 
which is the beginning ofthe Keyboard Diagnostic module. The lowercase values 
are only valid for the IIe and IIc systems. 


110 IF A$ = “К” OR A$ = “k” THEN GOTO 200 
120 IF A$ — "M" OR A$ — "m" THEN GOTO 350 
130 IF A$ — "P" OR A$ — "p" THEN GOTO 1250 
140 IF A$ = "S" OR A$ = "s" THEN GOTO 3500 
150 IF A$ — "D" OR A$ — "d" THEN GOTO 2500 
160 IF A$ = "E" OR A$ = "e" THEN GOTO 4000 
170 IF A$ = “G” OR A$ = "g" THEN GOTO 5000 
180 IF A$ = “Q” OR A$ = "q" THEN END 


If none of these IF-THEN statements are matched to the key that was pressed 
by the user, then an invalid key has been pressed. The program runs through all 
the IF-THEN statements and falls through to line 190. Line 190 prints character 
string value 7, which causes a beep to sound, indicating the user error. The 
program branches back to line 100 and lets the user try again with another key. 


190 PRINT CHR$ (7): GOTO 100 


The Get-a-Key Subroutine 


The Get-a-Key subroutine at line 8000 is used throughout the System Diag- 
nostic Program, and is encountered first at line 100 in the Main Menu module. 
The system branches to this subroutine to actually get the key that has been 
pressed on the keyboard. The value of this key is placed in variable A$ for use 
elsewhere in the program. 


8000 GET A$: RETURN 
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The RETURN instruction causes program control to return to the place in the 
code from which it branched. 


PROGRAM MODIFICATION AND ADAPTATION 


As you have seen, the System Diagnostic Program is written in Applesoft 
BASIC, and is structured to accommodate modification and additions. This 
means you are not restricted to simply testing the standard components of a 
typical Apple II system. Should you purchase a new peripheral device for the 
Apple II, such as a joystick, a mouse, or a digitizer pad, you can write a new 
diagnostic program for it. Chapter 10 covers such techniques, information, and 
references for writing new diagnostics and customizing the System Diagnostic 
Program for any new devices. 


BASIC PROGRAMMING OVERVIEW 


Itis not necessary for you to be conversant in BASIC for the material presented 
in this book to be useful. You can skip the module explanations found in the 
subsystem chapters without detracting from your diagnostic, troubleshooting, or 
repair capabilities. However, this section is provided in case you would like to 
become more knowledgeable about BASIC, or for a brief review of BASIC com- 
mands. The information in this section will help you understand the code expla- 
nations better, and therefore understand how the program works. 

If you are brand new to BASIC, and would like to learn it more thoroughly, 
obtain one ofthe many excellent books on learning BASIC. There are also BASIC 
classes available at many community colleges, adult education programs, and 
computer stores. 


The Module Code Explanations 


Each subsystem module of the System Diagnostic Program is listed and ex- 
plained line-by-line, command-by-command, in the appropriate chapter. It is 
described in the chapter section entitled *How the Module Works." 

Whether a program consists of 100, 3000, or 50,000 lines of code, when the 
program is running, only one command can be active, or executed, at a time. 
That command might only take a nanosecond or less to execute, but regardless of 
the speed of the program, it has to be successfully executed before the program 
can proceed to the next command. 

The program code is like a puzzle, or more specifically, a maze. In the big 
picture, the program simply runs from line 1 at the beginning to the END 
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statement in a sequential manner. However, many many detours and circles can 
take place along the way in order to make the program do all the different 
functions for which it has been designed. Detours can be the result of user input, 
branching to subroutines to perform special functions, or decisions needing to be 
made based on present conditions. 

The circles are process loops, which can be very simple and immediate, or can 
take place throughout the length of the program. There can even be loops within 
loops, as there can be decisions within decisions. 

The subsystem module code explanations describe when each of these lines 
become active and are executed, and details exactly what is taking place. It 
explains specifically what the command is doing in this case, what values the 
command is using, and any loops and branches through which the program flows. 
And it describes the order in which these actions are taking place, so the direction 
of the program maze can be understood. 

The code explanation describes the direct cause and effect of events taking 
place within the program. It also indicates the result of user actions. 

The subsystem code explanation indicates where certain values, arrays, and 
variables reside. This can be helpful in the event you wish to modify, add to, or 
branch to a part of the program as a part of your own programming efforts. 


BASIC Commands and Statements 


This overview provides a cursory description of the specific BASIC statements 
used in Applesoft BASIC for the System Diagnostic Program. Only those com- 
mands used in the Apple II System Diagnostic Program are explained here. 

There are other commands and structures available, which are described in the 
BASIC manual that came with your system. Two good Applesoft BASIC books 
are Applesoft BASIC Programmer’s Reference Manual (Scott Kamins, Addison- 
Wesley Publishing Company, 1987), and Applesoft BASIC Toolbox (Larry G. 
Wintermeyer, Addison-Wesley Publishing Company, 1987). These books thor- 
oughly cover each command available in Applesoft BASIC running on your 
Apple II system, and explain special programming techniques. Also included is 
an alphabetical reference of each available statement, its proper syntax and 
action, as well as applicable remarks and examples. 

The following are brief descriptions and examples of statements used in the 
Applesoft System Diagnostic Program. The statements are listed in alphabetical 
order. 


ASC returns the ASCII value of the first character in a string. 
250 IF ASC (A$) = 27 THEN GOTO 50 
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In this example, if the ASCII value of the first letter contained in variable A$ 
string is equal to 27, the program is to branch to line 50. 


COLOR sets the color for the low-resolution graphics mode, using a numeric 
representation. 


5060 GR : COLOR= 13 


In this example, the display is set to the low-resolution graphics mode, and the 
color of the display is set to 13, the numeric value for yellow. 


END terminates the program, and returns the computer from the program 
environment to the Applesoft BASIC environment, displaying the right bracket 
(1) prompt. 


FOR-NEXT isa two-part loop statement. It allows a series of instructions to be 
performed in a loop for a specified number of times before going on to the 
subsequent instruction. 

The FOR statement opens a loop by specifying the number of loops to be run. 
It also specifies the loop counter. 

The lines of code following the FOR statement are executed until the NEXT 
statement is encountered. The instructions located between the FOR and NEXT 
statements comprise the body of the loop, and are executed repeatedly as indi- 
cated in the FOR statement. 

The NEXT statement closes the loop. 

At this point, the counter is incremented by one, and this incremented number 
is compared with the final end value as specified in the FOR statement. If the 
counter is not greater than the specified end value, the program repeats another 
loop. If the counter is greater than the end value, the loop process is completed, 
and program execution goes on to execute the statement following the NEXT 
instruction. 


2635 FOR L = 1 TO 430 
2640 PRINT В% NEXT L 


In this example, L is the counter, and specifies that the loop is to run 430 times, 
starting at 1 and ending at 430. The loop consists of printing the value stored in 
B$. Each time A$ is printed, the NEXT instruction is encountered. The colon 
separates the two statements used within the same line of code. NEXT sends the 
program back to the FOR statement, and L is incremented by 1. Counter L 
checks to see whether its value is now more than 430. If it is not, it allows 
another loop to be run, and A$ is printed again. If counter L does have a value of 
more than 430, the program proceeds to the instruction immediately following 
the FOR-NEXT loop. 
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GET reads a single keystroke and stores it into a designated variable. 
8000 GET A$ 


In this example, program execution pauses until the user presses a key. When a 
key is pressed, its value is stored in variable A$. Program execution now con- 
tinues on to the next instruction. 


GOSUB-RETURN is a two-part statement which branches the program to a 
subroutine, and then returns the program to the place in the code where it left off. 
When the program encounters the GOSUB statement, the program branches to 
the specified line number where the subroutine begins, and then the subroutine is 
executed. The RETURN statement resides at the end of the subroutine, which 
returns the program to the location within the code immediately following the 
GOSUB statement. 


100 GOSUB 8000 
110 IF A$ = “К” THEN GOTO 200 


8000 GET A$: RETURN 


In this example, the GOSUB statement in line 100 branches the program to line 
8000 where a subroutine exists. Line 8000 consists of a single-line subroutine, in 
which user input is received from the keyboard. When this statement is executed, 
the program encounters the RETURN statement. The program returns and 
executes the statement immediately following line 100, which is line 110. 


GOTO branches unconditionally to the specified line number within the 
program. 
140 GOTO 3500 


In this example, line 140 consists of aGOTO statement which transfers program 
control to line 3500. 


GR switches the monitor display from the default 40-column by 24-row text 
mode to the 40-column by 48-row low-resolution graphics mode, which can 
display 16 colors. 


550 GR : COLOR 15 


In this example, the monitor display switches from the text mode to the low-reso- 
lution graphics mode, and the color is set to white. 
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HCOLOR sets the color for the high-resolution graphics mode, using a nu- 
meric representation. 


200 HGR 
220 HCOLOR= 2 


In this example, the display is set to the high-resolution graphics mode, and the 
color of the display is set to 2, the numeric value for violet. 


HGR switches the monitor display from the default 40-column by 24-row text 
mode to the 140 x 192-pixel high-resolution graphics mode, which can display six 
colors. 


210 HGR 


Inthisexample, the monitor display switches from the text mode to the high-reso- 
lution graphics mode. 


HLIN X,X1 AT Y is used in either the low-resolution or high-resolution 
graphics mode to draw a horizontal line from one point to another (X to X1) at 
the row specified by Y. 


575 HLIN 0,39 AT 47 


Іп this example, a horizontal line is drawn from column 0 to column 39 at row 47. 


HOME clears the screen and positions the cursor at the top left corner of the 
screen. It is often used as the first statement beginning a new segment ofa routine. 


60 HOME : PRINT TAB( 12)"SYSTEM DIAGNOSTIC”: PRINT 


In this example, the HOME instruction clears the screen and positions the cursor 
at the top left corner of the screen before printing the program title. 


HPLOT X,Y is used in the high-resolution graphics mode to draw a pixel in the 
current color at the specified X,Y coordinates. 


250 HPLOT 235,69 


In this example, a pixel is drawn on the screen at the 235th column and 69th row 
of the high-resolution pixel matrix. 


IF-THEN is a two-part conditional statement, making a decision regarding 
program flow based on the result ofa specified expression. When the IF statement 
is true, the THEN statement is executed. The THEN statement might consist ofa 
line number for branching, or one or more statements to be executed. When the 
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IF statement is not true, the THEN statement is not executed; rather, program 
execution continues with the next executable statement. 


160 IF А$=“Е” OR A$—"e" THEN GOTO 4000 


In this example, the IF statement is accompanied by the expression А$=“Е” OR 
A$=“e”’. If either of these expressions is true, the program executes the THEN 
statement to go to line 4000. If neither of these expressions is true, the program 
proceeds to the next line. 


IN# X switches input from the keyboard to the device whose controller resides 
in slot X, which would be slot 0 through 7. 


3560 IN# 2 


In this example, input is taken from the device whose controller resides in slot #2, 
perhaps a serial communication interface, rather than from the keyboard. IN# 0 
switches input back to the keyboard. 


INPUT allows user input from the keyboard during program execution. When 
the program encounters an INPUT statement, it usually prints a specified user 
prompt, then prints a question mark. The program waits until the user enters the 
prompted data, which is then placed into the indicated variable(s). 


4020 INPUT "TEST MONITOR? (Y OR М)- М9 


In this example, the message between quotes is printed on the screen. The pro- 
gram waits until the user enters the requested data. This data is placed into 
variable M$. 


ONERR GOTO disables the normal Applesoft error handling routine, and lets 
a different error trap within the program take over. Ordinarily, when Applesoft 
encounters an error, the program is halted. This allows you to provide more 
detailed error handling within your program, so that when an error is encoun- 
tered, the program can branch to the indicated line number for a program-spe- 
cific error-handling routine. 


2600 ONERR GOTO 3000 
In this example, when an error is encountered in the previous routine, the pro- 
gram is to branch to line 3000. 

PDL returns a value representing the position of the game paddle control 
wheel. This value can range from 0 (extreme left) to 255 (extreme right). 
5090 LET X = PDL 
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In this example, the numeric value indicating the current location of the game 
paddle control wheel is placed in variable X. 


PEEK reads a byte from the specified memory location. 
3000 ER = PEEK (222) 


In this example, memory location 222 is read, and the value residing there is 
placed into variable ER. On the Apple II, memory location 222 controls error 
handling. Placing this value into a variable makes the errors usable in the pro- 


gram. 

PLOT X,Y is used in the low-resolution graphics mode to draw a block in the 
current color at the specified X,Y coordinates. 
5110 COLOR= 13 PLOT 29,20 


In this example, a block is drawn on the screen at the 29th column and 20th row of 
the low-resolution column/row matrix. The color of the block is specified by the 
COLOR instruction. 


POKE writes a specified byte into a specified memory location. 


1060 POKE -16302,0 


In this example, a value of 0 is written into memory location -16302. On the 
Apple II, memory location -16302 controls the four text lines available in the 
graphics modes. Placing a value of 0 into this byte disables these text lines. 


PR# X switches output from the screen to the output device whose controller 
resides in slot X, which would be slot 0 through 7. 
1320 PRs 1 
In this example, output is sent to the output device, probably a printer, whose 
controller resides in slot #1. PR #0 switches output back to the monitor display. 
PRINT displays the specified data on the screen. If there is no data specified 
between quotes with the PRINT statement, a blank line is printed on the screen. 


2515 PRINT "DISK DRIVE DIAGNOSTIC" 
2518 PRINT 


In this example, line 2515 prints the words between quotes on the screen. Line 
2518 then prints a blank line. 
A semicolon is used in PRINT statements to cause items to be printed close 
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together. A ; is placed at the end of a PRINT statement suppresses the automatic 
printer carriage return that usually takes place when the computer reaches the 
end of a PRINT instruction. 

A сотта сап be used in PRINT statements to space the items to be printed out 
in a predetermined manner across the page. 


PRINT D$ is seen throughout the Disk Drive Diagnostic module, but is 
actually caused by an ASCII(4) D$. ASCII(4) D$ must precede any command to 
the disk drive, and is listed as PRINT D$. 


2620 PRINT 0% “ОРЕМ TEST” 


2650 PRINT D$;“CLOSE TEST”: PRINT D$ 


In this example, PRINT D$ in line 2620 enables the file TEST" to be opened on 
the diskette for subsequent use by the program. Likewise, the same statement in 
line 2650 with “CLOSE TEST” closes the opened file called “TEST” because it is 
no longer needed by the program. The PRINT D$ with no subsequent command 
string indicates that the system is to return to using the keyboard for input and the 
monitor for output. 


REM indicates a non-executable remark statement, provided only for infor- 
mation to the reader of the program listing. Remark statements provide program 
documentation within the code for the benefit of the programmer and others who 
wish to read and understand the program. A REM statement is output exactly as 
entered when the program is listed. However, it has no effect on the program 
execution itself. As soon as the program encounters REM, it ignores the rest of the 
statement and proceeds to the next command. 


660 REM LOW RES COLOR GRAPHICS TEST 


In this example, the REM tells the reader of the program listing that the subse- 
quent lines constitute the Low-Resolution Color Graphics Test routine. 


STEP is used in conjunction with a FOR-NEXT loop. If the loop is not to 
increment by 1, the STEP statement sets the increments of the loops. 


560 FOR | = 1 TO 45 STEP 8 
570 НИМ 0,39 AT I - 1 
580 NEXT I 


In this example, the FOR-NEXT loop executes the drawing of a series of horizon- 
tal lines starting at the top of the screen and ending at the bottom of the screen. 
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The number of rows on the screen is indicated by the value of 45 in line 560. 
However, a line is not required at each row. Instead, it is to be drawn every eighth 
row. The STEP 8 instruction in line 560 makes sure that the I counter is incre- 
mented in eighths, so that this is executed as desired. 


TAB is used with the PRINT command, and positions the item to be printed at 
the specified column number. It controls the horizontal spacing on the print line, 
the way the TAB key controls spacing on a typewriter. 


60 PRINT TAB (12) “SYSTEM DIAGNOSTIC” 


In this example, the words between quotes begin printing 12 spaces from the left 
side of the screen. 


TEXT switches the monitor display from one of the graphics modes back to 
the default 40-column x 24-row text mode. 


550 GR 


650 TEXT 


In this example, the monitor display is switched from the default text mode to the 
low-resolution graphics mode in line 550. A low-resolution graphics routine takes 
place, and then at line 650, the TEXT instruction returns the display to the text 
mode. 


VAL translates and returns a string value to the numeric value it is represent- 
ing. A string value, even if it is a number, cannot be used as a number. It must 
have its numeric value assigned back to it before it can be used as a number, for 
example, in arithmetic operations. 


5040 A = VAL (A$) 
In this example, numeric variable A is made equal to the string variable A$. 
VLIN Y,Y1 AT X is used in either the low-resolution or high-resolution 


graphics modes to draw a vertical line from one point to another (Y to Y 1) at the 
column specified by X. 


620 VLIN 0,47 AT 39 


In this example, a vertical line is drawn from row 0 through row 47 at column 39. 


3 
The System Unit 


The system unit is the brains of the Apple II system, controlling and coordinating 
all activities taking place within the computer. The system unit issues commands, 
processes input and output, and directs the activities of peripheral devices. The 
Apple II series personal computers have the system unit and keyboard contained 
within the same housing (Fig. 3-1). 


DESCRIPTION AND FUNCTION 
OF THE SYSTEM UNIT 


The system unit consists of: 


• microprocessor chip 

* random-access memory (RAM) 

* Applesoft BASIC in read-only memory (ROM) 
* interfaces and controller boards 

* expansion slots for optional peripheral devices 
* power supply 


The system unit is the very center of the computer. Within it are the mother- 
board and power supply. The motherboard, sometimes also called the system 
board, contains the microprocessor chip, system memory chips, peripheral inter- 
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Fig. 3-1. The system unit. 


face controllers, and expansion slots. This board is the foundation of the com- 
puter. The power supply outputs DC power to the motherboard to provide the 
required voltages to the integrated circuits. 


The Central Processing Unit 


The central processing unit (CPU) consists of three sections: 


е arithmetic-logic 
е general control 
* storage 


The CPU, located on the motherboard, is made up of several integrated circuit 
(IC) chips: the microprocessor chip and system memory chips (Fig. 3-2). The 
microprocessor performs the arithmetic-logic and general control CPU func- 
tions. The memory chips perform system data storage functions. 

The Apple II Plus uses the 6502 microprocessor chip as part of its CPU; the Пе 
uses the 6502B; and the 65С02 microprocessor controls the Пс, These chips 
perform the arithmetic-logic and control functions for their respective com- 
puters. 

Arithmetic-Logic Section. It has been said that the computer is nothing more 
than a counting machine. Although this is an oversimplification when discussing 
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Fig. 3-2. The CPU on the motherboard. 


overall computer functions, it is accurate when discussing the arithmetic-logic 
section of the CPU. 

The arithmetic-logic section performs all counting functions, and the counting 
amounts to the actual processing of data. Special circuits within the microproces- 
sor such as registers, accumulators, and adders, make all the required calcula- 
tions. Comparisons are made of one number to another for logic functions using 
comparers. 

Control Section. Every computer program instruction consists of at least two 
parts. The first part of the instruction indicates the command. The second part of 
the instruction indicates the address which locates the data to be acted upon by 
the command. The control section of the CPU interprets these program instruc- 
tions, and then executes them. The control section works closely with the arith- 
metic-logic section to perform the necessary calculations or comparisons to carry 
it out. 

Storage Section. General-purpose system memory, performed by the ran- 
dom-access memory (RAM) chips, stores the currently active program and the 
data being processed. Several RAM chips are provided on the motherboard. 
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Computer data is read, written, and measured by a series of ON and OFF bits: 
Is and 05. Eight of these ON and OFF bits constitute an Apple byte, also known as 
a data word or character. Most computer dimension terminology is measured in 
terms of bytes, particularly the amount of data that can be stored in system 
memory. 

A kilobyte is 1024 bytes. When a computer is referred to as a 128-kilobyte 
machine, this indicates that its system memory can store approximately 131,000 
bytes at one time. The Apple IIc is such a computer. On the other hand, the Apple 
II Plus has 48 kilobytes of system memory in RAM; while the Apple Пе has 64kB. 

The term random-access memory indicates that the information currently 
stored in the chip can be directly and immediately retrieved for the user. The 
physical location of the data is not a factor in retrieval time. 

However, the memory of the RAM chips is volatile. Volatile means that when 
power is removed from the computer, all programs and data stored in RAM are 
cleared. When the computer is powered on again, the RAM is empty, and the 
required software and data must be once again loaded into RAM from a mass 
storage device such as a disk drive or cassette tape drive. RAM is used as tempo- 
rary storage for programs and data while the system is powered-on. 

А second type of memory is also provided as part of the CPU, called read-only 
memory (ROM). ROM chips have programs permanently stored in its memory 
which is retained whether or not the computer system has power. When the 
system is turned on, the program can be invoked immediately, without having to 
load it from an outside storage device. Data cannot be written to ROM chips by 
the user; they are preprogrammed and can only be read, hence the name. In the 
Apple II systems, BASIC is permanently stored in ROM. Basic input/output 
functions are also handled in the ROM chips. In addition, some Apple II systems 
have a machine language monitor in ROM. 


Controllers and Ports 


The different Apple II systems have different combinations of device con- 
troller circuits, ports, and expansion slots on the motherboard. All three systems 
include the following controllers on the motherboard: 


* monitor controller 

* keyboard controller 

* cassette drive controller 
e game paddle controller 


These controllers exist as separate circuits on the motherboard, each with its 
appropriate external connector with which to connect the monitor, keyboard, 
cassette drive, and game paddle (Fig. 3-3). 
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Fig. 3-3. System unit controllers and interfaces. 


Additionally, the Apple II Plus and IIe both include eight expansion slots to for 
other optional peripheral controller boards. These options include the disk drive 
controller, or a serial communication interface board that would allow the use of 
either a printer or modem through the serial communication port. 

The IIc motherboard has the greatest variety of functionality, including a 
mouse interface, two serial I/O ports for a printer and modem, and two disk drive 
controllers: one for an internal drive, and one for an external drive. No expansion 
slots are necessary, since the IIc motherboard includes all necessary controller 
circuits as standard equipment. 


The Power Supply 


The power supply provides DC (direct current) voltage to the computer. It 
consists of a transformer, rectifier, and filter, and also includes a cooling fan to 
dissipate the heat generated by the input and output voltages. 

The computer's power cord, which is plugged into the AC wall outlet, ensures 
that 115 volts of alternating current (VAC) goes from the standard electrical 
supply into the computer's power supply. The power supply then rectifies 115 
VAC into the 5 or 12 volts direct current (VDC) required for the computer's 
electronic circuitry. The power supply is an external unit on the Apple Пс. On the 
II Plus and Ile systems, the power supply is internal, housed within the system 
unit (Fig. 3-4). 
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Fig. 3-4. Apple Il Plus/lle internal power supply. 


SYSTEM UNIT PREVENTIVE MAINTENANCE 


Place a dust cover on the system unit/keyboard whenever it isn’t being used. 
Dust and dirt can work their way down inside the system unit and corrode the ICs. 
rendering them defective. Food particles can interfere with circuits, and ifa liquid 
is ever spilled onto the system unit/keyboard, the whole unit will need to be 
replaced. 

About once a month, use a hand-held vacuum cleaner or compressed air to 
vacuum or blow around the keyboard keys. This clears out any dust and dirt that 
has gotten onto the keyboard in spite of the dust cover, and prevents it from going 
any further down into the system unit. 

If you ever need to open up the system unit for troubleshooting or repair, 
carefully vacuum dust and dirt off the boards. Wipe the inside of the casing witha 
lint-free cloth moistened with isopropyl alcohol. While the system is open, dis- 
connect all cables from their boards and remove oxidation from the cable con- 
nector pins and board edge connectors. Oxidation is caused by metal contact with 
air, moisture, or a combination of the two. Oxidation tarnishes the metal, and can 
look like either a dull gray or black film. 

Oxidation can form on board edge connectors and cable pins and reduce their 
conductivity. Oxidation can be removed by rubbing the surface with a pencil 
eraser (Fig. 3-5). You can also use an emery cloth, or wipe it with lint-free cloth 
moistened with isopropyl alcohol. The film of oxidation is visibly removed by 
any of these methods. 
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Fig. 3-5. Erasing oxidation. 


After cleaning the cable pins and board edge connectors, reconnect them 
properly, and tighten the cable screws if applicable. If the boards are seated in 
slots, make sure they are aligned and completely installed in the slots for a proper 
connection. 


SYSTEM UNIT 
TROUBLESHOOTING AND REPAIR GUIDELINES 


This section describes the problems that the system unit could experience, 
what causes these problems, and details the steps needed to be taken to fix them. 

After reading subsequent chapters covering troubleshooting procedures for 
each of the subsystems, it will become evident that if initially nothing happens, 
the system unit is the suspect component to troubleshoot. And, if you try all the 
troubleshooting suggestions for a particular subsystem, but still cannot find the 
problem, then again it is probably the system unit. You will be directed back to 
this section to find and repair the system unit problem. 

Although there is no specific system unit module within the System Diagnostic 
Program, the modules testing each of the subsystems perform a sufficient job of 
exercising the system as a whole. This is because all subsystems are connected into 
and controlled by the system unit. 
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Problem: The System Unit Has No Power 


If the system unit is not working at all, first check whether or not it has power. 
To do this, try the following solutions. 


Solutions: 


* Check whether or not the system unit’s power light located on the lower left 
of the system unit/keyboard is illuminated. If it is not lit, then the system 
unit is not getting power. 

Check the electrical outlet, the power strip if applicable, the wall switch if 
applicable, and the fuse box or circuit breaker. 

If these are all in order, the next thing to do is check the system’s power 
supply. On the Apple Пс, this is a fairly simple procedure, because the power 
supply is external to the system. Remove the power supply and swap it on 
another Apple IIc system. If that system also fails to power up, then buying 
and installing a new power supply will solve the problem. 

Do not tamper with the internal power supply if you own the II Plus or Пе. 
Take the system unit to an Apple II service outlet and have the technician 
check the power supply. 


е If the power light is illuminated, but the keyboard does not work, check the 
monitor for the standard right bracket prompt. This prompt indicates that 
the system is in the Applesoft BASIC environment. If the prompt is absent, 
turn the computer off, make sure the power supply cable is securely con- 
nected to the system, then turn the computer on again. 


Problem: Oxidation Needs to Be Removed 


If there is a problem with the system unit, but it is receiving sufficient power, 
then a dirty connection causing ineffective contact might be indicated. Try the 
following solution. 


Solution: 


е Remove oxidation from the expansion board edge connectors and cable 
pins. To do this: 


1) Power off the system. 
2) Disconnect the power supply (if it is a IIc system). 


3) Disconnect all attached peripheral devices (cassette drive, disk drive, 
printer, monitor, game paddle, etc.). 


4) Remove the top cover to open the system unit (Fig. 3-6). 
5) Remove the cable connector from each expansion board one at a time, 
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Fig. 3-6. Opening the system unit. 


and check the cable pins for oxidation — the gray or black film on the 
metal. 

6) If there is oxidation, remove it with a pencil eraser, emery cloth, or 
lint-free cloth moistened with isopropyl alcohol. 

7) Remove the expansion board from the slot (refer to “Working with PC 
Boards" in Chapter 1 for further instructions on handling printed cir- 
cuit boards). Check the edge connector for oxidation, and remove it if 
necessary. 

8) Insert the expansion board back in the slot, and reconnect its cable. 


9) Go on to the next expansion board. Repeat the process of cleaning 
oxidation from the cable pins and edge connectors. 


10) Close the system unit, reconnect the power supply and monitor, and 
power-on the system unit. 


Problem: Boards and Cables Need to be Reseated 

If there is a problem with the system unit, and it is receiving sufficient power, 
and the connections are clear of oxidation, then a faulty connection may be 
indicated. Try the following solutions. 
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Solutions: 


* Remove each board from its slot or cable and carefully reseat them. Make 
sure the board goes in straight, instead of skewed at an angle. 


е Removeall cables from any boards and reconnect them. Makesure the cable 
goes on straight, instead of skewed at an angle. 


Problem: A Peripheral Does Not Work Properly 


If one of the peripherals does not work properly, or does not work at all, try the 
following solutions. 


Solutions: 


ө Refer to the chapter in this book covering that particular peripheral, and 
follow the suggested troubleshooting and repair procedures. 


* Refer to the above solutions, under “System Unit Does Not Have Power,” 
“Oxidation Needs to be Removed,” and “Boards and Cables Need to be 
Reseated,” and follow those suggestions. 


© If the peripheral still does not work, refer to the peripheral documentation. 
There might be a DIP-switch on the controller board that needs to be set, 
particularly on the serial communication interface board. The printer itself 
might have DIP-switches. 

А DIP-switch is a dual inline plastic switch containing a number of 
microswitches mounted on a board (Fig. 3-7), each of which can be set toON 
or OFF. The different microswitches can each control a different setting, 
mode, or configuration; can work in various combinations; or the entire 
switch can have a specified ON/OFF sequence of the microswitches which 
indicate a particular setting. 

Switch settings are read by the system unit when it is powered on, and 
determine whether or not a certain configuration or setting is enabled. An 
incorrect switch setting for your particular Apple II configuration can cause 
a malfunction in the peripheral or even in the entire system. Information 
about switch settings is found in your peripheral documentation. 


Problem: System Has Crashed 


When the Apple II system is powered on, Applesoft BASIC is automatically 
loaded from ROM. A successful load is indicated by a right bracket (]) prompt on 
the screen. If the screen suddenly clears and is replaced by a series of hexadecimal 
numbers, and if the right bracket prompt changes to an asterisk (*) prompt, this 
indicates that the system has just crashed and placed the computer in the machine 
monitor program environment. 
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Fig. 3-7. DIP-switch. 


Solution: 


е To recover from the crash, press RESET or CTRL RESET. The environment 

returns to Applesoft BASIC as indicated by the right bracket prompt. 
This is a simple solution, but, unfortunately, work stored in system mem- 

ory at the time of the crash is probably lost. To prevent losing work due toa 
system crash (or power outage, for that matter), save your work to disk about 
every ten minutes. 

* If you were working within a language other than BASIC, you might need to 

reload the language board. 

If pressing RESET does not return the computer to the Applesoft BASIC 

environment, turn the computer off, wait a few seconds, and then turn it on 

again. 

Ifthe system still does not access the Applesoft BASIC environment with the 

right bracket prompt, this indicates a more serious problem. The BASIC 

ROM chip might have blown, and this chip will need to be replaced. 


Problem: System Unit Needs to Be Serviced 


If the solutions described above fail to solve the system unit problem, it is time 
to take the unit in for servicing. 

First call the service center and talk to the technician. Describe the computer 
and its configuration, and explain the problem it's experiencing. Also describe 
what you have already tried to do to find and fix the problem, and indicate your 
results. Find out ifthere are any solutions they can suggest over the phone. Try all 
their phone solutions. One of them might fix the problem. 
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If the problem cannot be repaired over the phone, ask the technician how 
much of the system you should bring to the shop. In the case of the system unit, 
you will probably have to take the entire system in, including monitor, interfaces, 
printer, game paddle, and everything else that is hooked up to the computer while 
it is experiencing the problem, The technician will need to look at the system asa 
whole. 

Pack everything carefully in the original cartons and packing material. Load 
the boxes securely in your car so that they won’t fall or be jarred during a hard turn 
or fast stop. 

Provide the technician with all the information you have. Find out if the 
technician has any ideas on what the problem might be, and how long and how 
much it might cost to fix. Be sure to get a copy of the work order. 

Before you pay for and accept your computer, have the repair technician hook 
everything up and demonstrate that the problem has actually been fixed and your 
computer is working properly. If you’re satisfied, then pack the system up and 
take it home. Set your system up again and refer to Chapter 9, “Тһе Exerciser,” 
for instructions on burning in the system after repair. 


4 
The Keyboard 


Commands and data are input to the system unit for processing via the keyboard, 
which is the primary external link to the computer. 


DESCRIPTION AND FUNCTION 
OF THE KEYBOARD 


The keyboard is used to type characters to enter data, form commands, make 
selections, and move the cursor while working within a program or application. 
The characters are sent to the CPU, which interprets and processes them, causing 
the appropriate results to be displayed on the monitor (Fig. 4-1). 

The Apple II uses an integral keyboard, meaning it is housed together with the 
system unit. The CPU, memory, interfaces, and keyboard are all contained in one 
housing (Fig. 4-2). The key set found on the Apple II keyboards consists of the 
“QWERTY” typewriter keys (named for the first six alphabetic characters found 
on the second row a typewriter), cursor control keys, and a numeric keypad. The 
Пс keyboard has additional function keys such as the CONTROL, CAPS LOCK, 
ESCAPE, and DELETE keys. There are also two special “Apple” keys, one open, 
and the other solid. 

Note: If desired, the IIc can be reconfigured as a “Dvorak keyboard,” an 
alternative keyboard layout often preferred for high-speed typing. If you wish to 
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Fig. 4-1. Pressing a key. 


Fig. 4-2. The integral keyboard/system unit. 
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switch to the Dvorak layout, refer to the Пс user manual or technical reference 
manual for instructions. 

Even though a mouse, joystick, game paddle, and digitizer pad are available, 
the keyboard is the Apple II system’s primary input device. 


How the Keyboard Functions 
Three actions take place when a keyboard key is pressed. 


1) Acolumn/row value indicating the key’s location in the keyboard matrix is 
generated in the keyboard controller. 

2) A unique ASCII value, based on the column/row value, is generated to 
represent the value of the pressed key. 

3) The ASCII value is sent from the keyboard controller to the CPU, which 
processes the value and determines what it is supposed to do. The results are 
then sent to the screen, if applicable, for the appropriate display or func- 
tional action. 


Key Location. Pressing a key on the keyboard causes an electromechanical 
process to take place, similar to toggling a light switch or pressing a button on a 
television to change channels. Each key post is positioned over a wire matrix, with 
each post being directly over the crossover of an X (horizontal) wire, and a Y 
(vertical) wire. The contact with this crossover point generates a column/row 
value indicating the originating keyboard location. 

The keyboard location information, which is calculated by the keyboard col- 
umn/row matrix, is sent to an encoder on the keyboard controller. This encoder is 
acounter circuit with a built-in ROM containing the ASCII character set. Based 
on the matrix value of the pressed key, and based on whether or not the SHIFT or 
CTRL key was pressed in conjunction with the key, an ASCII value representing 
the pressed key is generated. 

ASCII Value. ASCII (American Standard Code for Information Interchange) 
values are used to represent the standard display characters, such as A through Z, 
as an eight-bit binary (1s and 05) code which can be interpreted and processed by 
the computer. For example, the letter “А” translates into the ASCII value of 
11000000, with a decimal equivalent of 64. 

ASCII values also represent control functions like SHIFT, CTRL, cursor 
movement, special characters, and symbols. The Apple II systems recognize 128 
such ASCII code values. 

Directly related to the ASCII code is the character string value, or CHR$ code. 
The CHR$ code value is often used in BASIC programs to access a particular 
symbol or function that is not directly accessible from the keyboard. For exam- 
ple, on the Apple II, the BASIC command PRINT CHR$(61) displays the lower- 
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case “а”. If you were to examine the code listings for the System Diagnostic 
Program, you would see several instances in which a CHR$ value is invoked. 

Because СНВ% and ASCII values are related to one another on a one-to-one 
basis, CHR$(61) and ASCII 61 both represent the lowercase “а”, The difference 
between the uses of the two code value schemes is that CHR$ is used to invoke 
letters and functions within a BASIC program, while ASCII is used for processing 
of keyboard input in the CPU. The ASCII value is also used to convert (using the 
BASIC ASC instruction) numeric string numbers into numeric values that can be 
used as such. | 

Key Interpretation. After the ASCII value is generated, ії is sent to a special 
program residing in ROM which processes all input and output functions. This 
program reads the ASCII value and interprets what function the key is expected to 
perform. If the key is to be displayed on the screen, further processing transfers its 
value to the character generator ROM, which converts the ASCII value into a 
form that can be used by the monitor. If the value represents a particular key 
combination, such as CTRL С, further processing in the I/O ROM causes the 
designated function of CTRL G to be executed. 


KEYBOARD PREVENTIVE MAINTENANCE 


Preventive maintenance for the keyboard is simple and important, consisting 
of three items: 


* Use a dust cover on the computer when it is not in use 
* Do not eat or drink near the computer 
* Vacuum the keyboard regularly 


It is particularly important to use a dust cover on the keyboard whenever it is not 
being used. The key contacts can quickly become defective due to an accumula- 
tion of dust and dirt. Bits of food falling around the sides of the keys will work 
their way down under the key and interfere with the contacts, and cause keys to 
malfunction due to poor contact. If a drink is ever accidentally spilled into the 
keyboard, the keyboard will probably need to be replaced. This is particularly 
expensive for the Apple II systems, because replacing the keyboard means replac- 
ing the entire system unit. 

Use a hand-held vacuum cleaner or, if necessary, a can of compressed air to 
vacuum or blow around the keyboard keys. This removes any dust and dirt that 
has gotten into the keyboard in spite of the dust cover. 

If you have to remove a keycap for a repair take the opportunity to clean the 
inside of the keycap with a cotton swab moistened with denatured isopropyl 
alcohol (IPA). Clean the key contact with spray contact cleaner. These cleaning 
measures will prevent future problems with that key. 
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KEYBOARD TROUBLESHOOTING 
AND REPAIR GUIDELINES 


This section describes various keyboard problems, explains what causes them, 
and describes how to fix them. 


Problem: The Keyboard Doesn’t Function At All 

If, after pressing the keys on the keyboard nothing displays on the screen, then 
the keyboard is not making contact with the CPU. The character signals are not 
. being processed by the CPU to be displayed on the screen. 


Solutions: 


The first thing to check is whether the system unit's power light, located on 
the lower left ofthe keyboard, is illuminated. Ifthe light is off, the system unit 
is not getting power. 

Check the electrical outlet, power strip (if applicable), wall switch (if 
applicable), and the building's fuse box or circuit breaker. If these are in 
order, check the system's power supply. This is a fairly simple procedure on 
the Apple IIc, because the power supply is external to the system. First, 
disconnect and remove the power supply and swap it with one from another 
IIc system. If the other system fails to power up, then buying and installing a 
new Apple IIc power supply will solve the problem. 

If you own the Apple II Plus or Apple Пе, which have internal power 
supplies, take the system unit to an Apple II service center and have the 
power supply checked. 


If the white keyboard light is illuminated, but the keyboard does not work, 
check the monitor for the standard screen prompts. These prompts, display- 
ing the right bracket cursor, indicate that the computer is in Applesoft 
BASIC. 


1) Turn the computer off. 
2) Make sure the power supply cable is securely connected to the system. 
3) Turn the computer on again. 


Ifthe screen display still does not look right, refer to Chapter 3, “Тһе System 
Unit" for system unit troubleshooting procedures. 


If the power light is illuminated and the system prompts are displayed 
correctly on the screen, but the keyboard still does not work, then there is 
a problem with the keyboard circuitry. Take the system in for servicing. 
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Problem: An Individual Key Does Not Work 


If after pressing a character key, its character does not display on the screen, 
then that key might have a problem. If you press a function key, but it does not 
perform its specified function, that key might be defective as well. For one of 
several reasons, the key’s ASCII code is not getting to the CPU for processing. Try 
the following solution. 


Solution: 


• Use a key extractor to lift the key from the keyboard (Fig. 4-3). Then lightly 
spray contact cleaner on the key post (Fig. 4-4). Contact cleaner is available 
at electronics stores. Replace the keycap on the post and try it again. If the 
key still does not work, the keyboard’s contact switch might be damaged. 
Take the unit in for servicing. 


Problem: A Key Sticks When Pressed 


A sticking key stays down after being pressed, causing its character to fill up the 
whole screen until you physically lift the key up again. There are three remedies 
for this type of problem. 


Solutions: 


* Use the key extractor to lift the key cap off. Then spray contact cleaner on the 
key post as described above. This removes dust and dirt that might be 
obstructing the free movement of the key. 


Fig. 4-3. Removing a key. 
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Fig. 4-4. Spraying contact cleaner on the key post. 


ө Ifthe key still sticks after being pressed, remove the key cap again, and use a 
small metal file to lightly file the edges of the key cap itself (Fig. 4-5). This 
increases the distance between the key and key case so that the keycap can 
move up and down more freely. 


Problem: A Key Doesn’t “Feel” Right 

` As a keyboard ages, some of the more frequently used keys will begin to feel 
“mushy,” or at least not as solid as the other keys. This is because the key springs 
lose tension as they age. 


Solutions: 


* Call computer retailers to find keyboard springs for your keyboard. Lift off 
the key cap and remove the spring from its post (Fig. 4-6). Replace the old 
spring with the new one, and replace the key cap. 


Fig. 4-5. Filing the edges of the key. 
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Fig. 4-6. Removing the key spring from the post. 


* If you cannot find a replacement spring, use one from a keyboard key that is 
rarely used. It could be the backslash (X) key, or maybe the plus/equal sign 
(+/=) key. 


Problem: Keyboard Needs to Be Serviced 


If the above solutions fail to solve the keyboard problems described above, call 
the Apple II service center and talk to the technician. Describe the make, model, 
and configuration of your computer and keyboard, and then describe the prob- 
lem it is experiencing. Also tell them what you have already tried to do to find and 
fix the problem, and describe your results. 

Provide the technician with all the information you have. Don't leave out any 
details. Find out whether the technician has any ideas on what the problem might 
be. If the technician is unable to help you over the phone, find out how much of 
the system you should bring. You will probably only need to bring the keyboard/ 
system unit itself. 

Have the technician provide an estimate as to how long the work might take, 
and how much it might cost. Be sure to get a copy of the work order. 

Before accepting your computer have the technician demonstrate that the 
problem has been repaired. Test your system after you set it up and reconnect it. 
Refer to Chapter 9, “Тһе Exerciser," for instructions on burning in your system 
after repair. 


RUNNING THE 
KEYBOARD DIAGNOSTIC MODULE 


The Keyboard Diagnostic module consists of the Echo Key Test. This test 
displays, or echos, any key pressed on the keyboard along with its ASCII value. If 
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you press a special character or key combination, the name of the character or 
combination is displayed, along with its ASCII value. 

Run the Keyboard Diagnostic module, and then press a key. This test will read 
and displays the key, and let you check whether or not it, or even the entire 
keyboard, is working. The Keyboard Diagnostic module also displays the key’s 
ASCII value, letting you check whether the keys are sending the proper code to 
the computer to display the proper text character, graphic symbol, special charac- 
ter, or function. The Apple II Reference Manual, provided with your Apple II 
system, includes a table that shows which key and/or function each ASCII value is 
supposed to provide. 

Follow the instructions provided in “Running the Diagnostic Program" in 
Chapter 2 to run the Keyboard Diagnostic module. Then press K or k to initiate 
the Keyboard Diagnostic module. The Echo Test screen is displayed, together 
with a prompt to press the key to be echoed. Any key on the keyboard can be 
tested: alphanumeric keys, special character keys, and cursor keys. The keycap 
legend of the pressed key is displayed, along with its ASCII code value and any 
applicable key combination (Fig. 4-7). 

Ifa character other than the one pressed is displayed, or if no ASCII code value 
is displayed, then the first troubleshooting step has been accomplished: there is 


KEYBOARD DIAGNOSTIC 


PRESS ESC TO END TEST 


ASCII 
CHARACTER VALUE KEY COMBINATION 


Fig. 4-7. The keyboard diagnostic test. 
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something wrong with the keyboard. Refer to “Troubleshooting and Repair 
Guidelines" earlier in this chapter to get the keyboard working properly again. 

After testing is completed, press the ESC key to return the program to the 
System Diagnostic Main Menu. 


HOW THE KEYBOARD MODULE WORKS 


When you press K or k from the main menu, the System Diagnostic Program 
branches to line 200, where the Keyboard Diagnostic module begins. Figure 4-8 is 
a complete listing of the Keyboard Diagnostic module. 

Line 200 isthe REMARK statement indicating that this is the beginning ofthe 
Keyboard Diagnostic module. 


200 REM KEYBOARD DIAGNOSTIC MODULE 


Line 210 clears the screen and positions the cursor with the HOME instruc- 
tion. Then a switch, called S, is set to 0, indicating that the module has just been 
initialized. When the switch is set to 0, the program branches to line 210 to begin 
displaying the test title and prompts. After this is done, the switch is set to 1. 


205 HOME :5 — 0: 6070 210 


Line 207 sends the program to the Get-a-key subroutine at line 8000. The key 
that you press for testing is used later in the program, after the test title and 


200 REM KEYBOARD DIAGNOSTIC MODULE 

205 HOME :S - 0: GOTO 210 

207 СО5ОВ 8000 

210 HOME : PRINT ТАВ( 7)"KEYBOARD DIAGNOSTIC": PRINT 

215 PRINT ТАВ( 9)"PRESS ESC TO END TEST": PRINT 

220 PRINT ТАВ( 13)"ASCII": PRINT TAB( 3) 
"CHARACTER VALUE KEY COMBINATION": 
PRINT . ТАБ(3)"--------------- шешшш ләш јанан " 

230 IF S = 1 THEN GOTO 250 

235 5-1 

240 GOSUB 8000 

250 IF ASC (A$) = 27 THEN GOTO 50 

260 IF ASC (A$) < 32 THEN GOTO 305 

300 PRINT ТАВ( 6)A$;: PRINT TAB( 15) ASC (А5);: 
GOTO 207 

305 K$ = CHRS (ASC (A$) + 64) 

310 PRINT ТАВ( 6)А5; ТАВ( 15) ASC (А5); TAB( 23) 
"CTRL ";K$: GOTO 207 


Fig. 4-8. Keyboard diagnostic module listing. 
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prompts are displayed. Once this is done, the program can return to line 207 for 
repeated tests of different keys. 


207 GOSUB 8000 
Lines 210 and 220 display the test title, prompt, and test setup display. 


210 HOME : PRINT TAB( 7)"KEYBOARD DIAGNOSTIC": PRINT 
215 PRINT TAB( 9)"PRESS ESC TO END TEST": PRINT 
220 PRINT TAB( 13)"ASCII": PRINT TAB( 3) 

"CHARACTER VALUE KEY COMBINATION": 

PRINT TAB(3)———— ----- --. -——" 


Line 230 checks switch S to see whether it is set to 1. If it is, the program 
branches to line 250. If this is the first run through the test, S starts out at 0, as set in 
line 205, in which case the program branches to line 235. 


230 IF 5 = 1 THEN GOTO 250 


Line 235 then sets the switch to 1, indicating that the initial pass through the 
program has been completed. The test screen is displayed. 


235 $= 1 


The program then proceeds on to line 240, which goes to the Get-a-key sub- 
routine at line 8000. 


240 GOSUB 8000 


Line 250 checks whether or not the ESC key has been pressed. The ESC key is 
ASCII value 27. If the value in A$, which is the Get-a-key variable, is equal to 27, 
then you must have pressed ESC, and the program branches back to line 50, to 
end the Keyboard Diagnostic module and display the System Diagnostic Main 
Menu again. 


250 IF ASC (A$) = 27 THEN GOTO 50 
Line 260 checks whether the ASCII value of A$ is less than 32, indicating that a 
control sequence such as CTRL D has been pressed. If this is the case, the program 


branches to line 305. 


260 IF ASC (A$) < 32 THEN GOTO 305 
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Line 300 prints the character that has been pressed as well as its ASCII value 
onto the test screen display. The program then branches back to line 207, which 
waits for you to press another key to test. 


300 PRINT TAB( 6)A$;: PRINT TAB( 15) ASC (А); 
GOTO 207 


If a control sequence was encountered at line 260, the program branches 
around line 300 to line 305. Line 305 sets variable K$ equal to the CHR$ of the 
ASCII value held in A$, and adds 64, to calculate which key was struck in 
combination with the CTRL key. 


305 K$ = CHR$ (ASC (A$) + 64) 


Line 310 prints the character stored in A$, its ASCII value, the word CTRL, 
and then prints the key that was pressed together with the CTRL key, as calcu- 
lated in line 305. When this is done, the program branches to line 207 to wait for 
another key to be tested. 


310 PRINT TAB( 6)A$; TAB( 15) ASC (A$); TAB( 23) 
“CTRL “;К$: GOTO 207 


5 
The Monitor 


Visual feedback, or output, is necessary when working with your computer. You 
need to see the input as you enter it, as well as processing results as soon as the 
computer produces them. Just as the keyboard is the primary input device, the 
monitor is the primary output. 


DESCRIPTION AND FUNCTION OF THE MONITOR 


The monitor is also known as a cathode ray tube (CRT), or video display. 
It is the screen on which you see the status of the program currently being used 
(Fig. 5-1). 

The Apple II systems all support the 40-column x 24-row screen display 
format. In addition, the 80-column x 24-row display mode is built into the Пе and 
IIc, and is available as an option on the II Plus. 

The Apple II systems support both low-resolution and high-resolution 
graphics modes. The low-resolution mode consists of 40 x 48 screen locations 
which can be displayed in 16 different colors. The high-resolution mode supports 
140 x 192 pixel locations in six colors, or 280 x 192 pixel locations in black and 
white. 
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Fig. 5-1. The monitor. 


Types of Monitors 


There are several types of monitors that can work with the Apple II system. 
They include: 


* a television set (color or black-and-white) 
° а high-resolution monochrome graphics monitor 
e a high-resolution color graphics monitor 


The monitor you use with your Apple must be able to use the RCA phono 
connector. Any computer monitor can accommodate this type of cable. 

Television Set. The Apple II series computers, like many home computers, can 
use a television set as its display monitor. An external radio frequency (RF) 
converter is attached to the television via the television's VHF antenna leads. If 
your television is cable-ready, a coaxial cable connector can be used instead ofthe 
antenna leads. The Apple II cable attaches from the internal RF converter (Fig. 
5-2) to an RF converter on the television using a composite video cable. The 
television RF converter includes a switch to choose between using the television 
as a computer monitor (COMPUTER) and using the television to view broad- 
casts (TV). The television channel selection must also be set to channel 33 when 
working with the Apple II. 

The television set monitor can display graphics and color, but only in the 40 x 
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Fig. 5-2. The RF converter. 


24 text format (as contrasted with the 80 x 24 text format ona standard computer 
monitor). 

The low-resolution graphics mode divides the screen into a matrix of 40 x 48 
blocks. Each of these blocks can be assigned one of the 16 available colors, and 
can draw low-resolution graphics. 

High-Resolution Graphics Monitor. Some software programs utilize the high- 
resolution graphics mode, which illuminates every speck of light, or pixel picture 
element, in different combinations to form pictures. These pixels allow the cre- 
ation and display of computer drawings and graphics on the screen. 

The greater the number of pixels, the better the screen resolution. The better 
the screen resolution, the sharper the displayed image. This is why the different 
types of high-resolution monitors are classified by the actual number of horizon- 
tal and vertical pixels that can be accommodated on the screen at one time. The 
Apple graphics monitors accommodate 280 x 192 monochrome pixels. The 
various display modes are selected through the software program currently in use, 
or through BASIC commands. 
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Color Monitor. The color monitor is a high-resolution monitor that can dis- 
play the pixels in different colors. A color monitor can be a vital asset when using 
the computer to do business graphics or design work. The Apple graphics moni- 
tors accommodate 140 x 192 pixels with six colors. 

If you use a color television as the computer monitor, colors are already 
available to you. 


How the Monitor Functions 


The monitor consists of a cathode ray tube, power supply, and the contrast, 
brightness, and vertical/horizontal hold adjustments. The CRT isa large vacuum 
tube with a display area similar to a television screen. An electron gun inside the 
vacuum tube collects, focuses, and emits an electron beam for controlled contact 
on the back of the picture tube, which is coated with phosphors. As the electrons 
strike the phosphor atoms, the atoms begin to glow. This reaction forms a small, 
clearly defined light spot (Fig. 5-3). 

A special matrix of these light spots are the dots that form each of the charac- 
ters. On a monochrome monitor, about seven of these light spots positioned in a 
certain manner make up one character. On a high-resolution monitor, these light 
spots are the pixels which can densely form the characters, graphic elements, and 
drawings. The series of dots used to build characters is called the dot matrix. 

Whena character on the keyboard is pressed to be displayed on the monitor, or 
when a particular application prints processing results, the program instructs the 
monitor to create a certain pattern to form the character representation. The 
specific pattern displayed is dependent upon the type of display matrix your 
monitor has. 

In the text mode, the monitor's display works on a character matrix. The 
display is divided into 24 horizontal rows which are intersected by 40 or 80 
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Fig. 5-3. The electron beam and display image. 
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vertical columns. The position where a column and row intersect is one character 
location (Fig. 5-4). 

The high-resolution or color display is a matrix as well, but a more detailed 
matrix, working at a pixel level rather than a character level. Since an individual 
pixel is much smaller than a character, and since there is a greater density of 
pixels, there is more flexibility and precision represented on the display. This 
creates a sharper picture with higher resolution. 

Character Generators. A character generator is a part of the system’s read-only 
memory (ROM). The character generator actually produces the series of pixel 
ON and OFF representations, or bit map, to create the character that is accessed 
either through the keyboard or through a program. It defines the entire character 
set that can be accessed from the system. 

Video Controller. The Apple II video controller resides on the motherboard. 
These circuits control the display mode: text, low-resolution, and high-resolu- 
tion. The character generator ROM is a part of the video controller. A series of 
RAM chips comprise video memory, which provide the memory locations on the 
screen for a character, low-res block, or high-res pixel to be displayed at a given 
location on the screen. A color trim resistor is also included with the video 
controller circuitry, allowing the adjustment of monitor color. 

The Monitor Interface. When using a television as the monitor, the composite 
cable with the round single-pin RCA phono jack is used to create the monitor 
interface between the two RF converters. On the Apple side, there is the built-in 
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RF converter inside the system unit. On the television side, the RF converter 
connects to the VHF antenna terminals. The composite cable connects between 
the two RF converters to form the television monitor interface. The RF converter 
receives the computer’s digital signals and converts them into the analog signals 
required by the television. 

If you use a computer monitor instead of a television as the video output 
device, note that the II Plus and Пе can only use composite-type computer 
monitors with an RCA phono jack. On the other hand, the IIc provides two types 
of video connectors: RCA as well as RGB. 

The video interface circuit resides on the motherboard in all Apple II systems. 
This circuit includes trim potentiometers for adjusting color and horizontal 
synchronization. 


MONITOR PREVENTIVE MAINTENANCE 


Monitor preventive maintenance consists of some everyday working habits, 
and some periodic cleaning procedures. 


Etching 


Always be sure to turn the monitor off or turn the brightness down whenever 
you leave the computer for a while. This will easily prevent etching, which can be 
an expensive problem. 

Etching, or ghosting, takes place on the screen when one particular format, 
such as a text editor menu or database screen, is left displayed on the screen for 
long periods of time without changing. If the computer is left running with the 
same image displayed for many hours a day, or many days a week, the constant 
bombardment of the electrons on the same area of the picture tube can perma- 
nently burn, or etch, that image into the screen. 

After etching occurs, even when something else is displayed, a ghost image of 
the etched display can still be seen. At the same time, the display you want to see is 
fainter and less defined. Once it happens, nothing can erase the image etched into 
the display. In other words, etching cannot be fixed, outside of buying a new 
monitor. The key in this case is prevention. To prevent etching, either turn off the 
display or turn down the brightness when the computer is not in use. 


Dust Cover 


Always place a dust cover over your monitor whenever it is not in use. The 
monitor, especially the screen itself, attracts a lot of dust. Because of the high-volt- 
age electrical charge, dust can also fall through the cooling vents, settling on and 
ultimately corroding sensitive monitor components. 
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Cleaning 


At least once a month, wipe the monitor case down with a lint-free cloth 
dampened with denatured isopropyl alcohol. Use a hand-held vacuum cleaner 
or compressed air to clean dust accumulated around the ON/OFF switch, 
brightness control, contrast control, and any other controls and switches on 
the monitor. 

Clean the monitor screen with a special optical cleaner. Household glass 
cleaner is not always appropriate. Check the monitor documentation or a com- 
puter retailer for screen cleaning recommendations. 


Monitor Interface Connector 


Check the monitor interface connector and receptacle and clean out any dust 
or dirt. Remove any oxidation with an eraser, denatured isopropyl alcohol, or an 
emery cloth; whichever is most convenient and effective. 


MONITOR TROUBLESHOOTING 
AND REPAIR GUIDELINES 


This section describes problems that can occur with your monitor, and how to 
troubleshoot and fix them. Many of the troubleshooting steps include running 
the Monitor Diagnostic module. Further instructions and explanations of this 
module are provided in the next section entitled “Running the Diagnostic Mod- 
ule.” 


Problem: Nothing Displays on the Monitor 


If nothing is displayed on the monitor, try the following solutions, 
Solutions: 


* Make sure the monitor is turned on. Check the brightness and contrast 
knobs, and make sure they are turned at least two-thirds of the way up. The 
controls may have been turned down to prevent the screen from etching (see 
“Etching” above). 


è Check that the monitor is properly connected. If the monitor is a television 
set plugged into a different socket than the computer, check to see whether 
the outlet is controlled by a light switch. If it is, make certain the light switch 
is turned on. | 

Note: It’s not а good idea to use a light switch controlled outlet for the 
computer or monitor. Someone might accidentally snap the switch off while 
you are using your computer, causing the system to crash and data to be lost. 
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* Make certain the electrical outlet is active and working. Test this by checking 
whether or not another electrical device plugged into the socket works. If it 
doesn’t, then you have an electrical supply problem. Check the fuse box or 
circuit breaker. 


* Check the cabling to ensure that the monitor is properly attached to the 
system unit monitor interface on the motherboard. 


* After the monitor is properly warmed up (it takes a minute or so), turn the 
brightness control knob up as far as it will go. A series of lines should be 
displayed across the screen (Fig. 5-5). The monitor's power supply might be 
defective if the screen remains blank. Take the monitor in for servicing. 

* Besides the monitor simply not working, if it’s making a crackling noise, it 
might indicate a problem with the monitor interface. A missing cursor also 
indicates an interface problem. 

First try swapping a different monitor or television onto your system. If 
the new monitor works, then your monitor needs servicing. If the swapped 
monitor fails to work, then you might have a problem with the system unit. 
Refer to Chapter 3 for system unit troubleshooting procedures. 


Problem: Static on the Television Screen 


If you are using a television monitor, and it displays static, or snow, rather than 
a picture, it could indicate a problem with the television set, the RF converter, or 
the system unit. 


Solutions: 


* First, check your television. Switch the RF converter to the TV mode, or 
disconnect it altogether. Set the television channel selector to a known 
working television station. For example, if channel 2 television broadcasts 
are usually received in your area, switch it to channel 2. If channel 2 does not 
come in, nor does any other channel, this indicates a problem with the 


Fig. 5-5. High brightness lines. 
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television’s tuning or receiving circuitry, and it should be taken to a televi- 
sion repair shop for servicing. 

If television broadcast pictures are received with no problem, then the televi- 
sion is working fine, and the RF converter should be tested. 

The RF converter has two switch positions: COMPUTER and TV. Make 
sure that the converter is switched to the COMPUTER position. Also, check 
that the converter is properly connected to the VHF rather than UHF 
antenna leads. 

Next, make certain the television channel selector is set at Channel 33 to 
work with your computer. 

If the screen still just shows static, replace the RF converter. You can 
purchase one at a stereo or electronics store. 

If you try all these tests with your television set and RF converter, and there is 
still static on the television screen, then the system unit is probably malfunc- 
tioning. Refer to Chapter 3 on how to troubleshoot system unit problems. 


Problem: Misaligned Display 

Sometimes the monitor display can become skewed, or it can appear com- 
pressed. It can also go out of alignment (Fig. 5- 6). Follow these suggestions to 
check for proper alignment. 


Solutions: 


Run the Alignment Test. If the grid does not appear square and symmetrical 
on the screen, the monitor needs adjustment. There are adjustment potenti- 
ometers on the back of most monitors. These are labeled as Horizontal, 


Fig. 5-6. Misaligned displays. 
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Vertical, Brightness, and Contrast adjustments, and serve to deflect the 
electron beam or change its intensity. 

Use the tuning wand (do not use a metal screwdriver) to gently turn the 
Horizontal and Vertical potentiometers (“ров”) either clockwise or coun- 
terclockwise to bring the screen back into alignment. Note the direction 
you’re turning the pot, and turn only one-quarter turn at a time, so you can 
easily return the pot to its original position if you over-adjust. 


* If adjusting these pots does not bring the monitor back into the proper 
alignment, take the monitor in for servicing. 


* If the monitor is a television set, adjust the horizontal and vertical hold 
controls until the alignment grid looks straight. 


Problem: Defective or Missing Character 


If you press a character key on the keyboard, but do not see it displayed on the 
monitor, run the Character Set Test of the Monitor Diagnostic module. See if the 
character is displayed in that environment. If it is missing, this confirms a prob- 
lem with the character generator ROM. 

If you notice that part of a character is missing or malformed, run the Display 
Test to display that character across the entire screen. If the defect appears in 
every instance of the character throughout the screen, this also indicates a prob- 
lem with the character generator. 

To solve this problem, you can either replace the character generator ROM 
(chip 2513 on the Apple II Plus and IIe), or take the motherboard to an Apple II 
service outlet and have them replace it for you. 

If you run the Display Test and do not see all the expected characters, or if the 
display is incorrect or garbled, then there is a problem with the system unit itself. 
Refer to Chapter 3 on how to troubleshoot the system unit. 


Problem: Display Pages Do Not Scroll Properly 

When the screen is completely filled with text and you enter more characters 
on the next line, the entire screen display moves up, pushing the top line off the 
screen, making place for the next line. This is called scrolling. If the display does 
not move up, but rather fills one screen and then overwrites at the bottom of the 
screen, the monitor has a scrolling problem. 

Run the Scroll Test to check this. If the display does not scroll properly, then 
there is a problem with the display section of the system unit. Refer to Chapter 3 
on how to troubleshoot the system unit. 
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Problem: Missing Text Mode Character Location 


If you’re entering characters in the text mode, and you notice that there is a 
location on the screen into which you are not able to display any character, then 
there is a problem with the text mode character location. Try the following 
solutions. 


Solutions: 


* Run the Display Test of the Monitor Diagnostic module. This test fills the 
entire screen with an entered character. Any blank locations indicate a 
problem with those text character locations. 

Ifthe Display Test reveals no blank locations, then the problem is not with 
the monitor, but with the software you were using when the blanks occurred. 
Also check to see if there's a problem with a specific character, rather than a 
character screen location. 

If the test reveals blank locations, then there is a problem with the video 
memory circuitry for that text character location. Each character represents 
a video memory location. If the character does not display at a certain 
location, but it does display at other locations, it means the memory loca- 
tion, controlled by one of the RAM chips, is defective. 

Each RAM chip is labeled RAM beside its socket on the floor of the 
motherboard. Unplug your system, open it up, and carefully remove one 
of the RAMs using a chip extractor (refer to “Working with IC Chips” in 
Chapter 1). Take the chip to an electronics supply store and buy one or 
two exact replacements. Replace the new RAM in the original socket, 
and check if the problem is still present. 


If the location is still blank, unplug your system again, open it up, and 
replace the old RAM in its original socket. Remove a different RAM and 
replace it will the new one. Turn the system on again and check for the 
problem. Continue in this manner, shotgunning the bank of RAM chips 
until the malfunctioning location is present once again. 


If the character location remains blank after replacing all the RAMS, take 
the motherboard in for servicing. 


Problem: Missing Low-Resolution Location 

If you're running an application using the low-resolution graphic mode, and 
certain sections of the screen appear blank, this indicates a problem with the 
low-resolution memory locations. Try the following solutions. 
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Solutions: 


è Run the Low-Resolution Test of the Monitor Diagnostic module. This will 
confirm whether or not there is a problem with the low-resolution memory 
locations. If any part of the screen is blank instead of filled, then there is a 
problem with those memory locations. 

Ifthe Low-Resolution Test reveals no blank spots, then the problem is not 
with the monitor, but with the software you were using when the blanks 
occurred. 

If the test reveals blank spots, then there is a problem with video memory 

as controlled by one of the RAM chips. Each RAM chip is labeled RAM 
beside its socket on the floor of the motherboard. Unplug your system, open 
it up, and carefully remove one of the RAMs using a chip extractor (refer to 
“Working with IC Chips” in Chapter 1). Take the chip to an electronics 
supply store and buy one or two exact replacements. Replace the new RAM 
in the original socket, and check if the problem is still present. 
If the location is still blank, unplug your system again, open it up, and 
replace the old RAM in its original socket. Remove a different RAM and 
replace it will the new one. Turn the system on again and check for the 
problem. Continue in this manner, shotgunning the bank of RAM chips 
until the malfunctioning location is present once again. 


* If the character location remains blank after replacing all the RAMS, take 
the motherboard in for servicing. 


Problem: Missing High-Resolution Location 


If you’re running a game or application, such as a spreadsheet or graphics 
program, that uses the high-resolution graphics mode, and certain characters, ora 
part of the background appears to have tiny dark spots in them, then there are 
pixels missing due to a problem with the high-resolution memory locations. Try 
the following solution. 


Solution: 


е Run the High-Resolution Test Program, the HIRES program on the diag- 
nostic diskette, but separate from the System Diagnostic Program. This test 
checks all high-resolution memory locations. 

If no blank spots are revealed by running the High-Resolution Test, the 
problem is not with the monitor, but with the software you were using when 
the blanks occurred. 

If any part of the screen is blank instead of filled, then there is a problem 
with the high-resolution memory locations as controlled by one of the RAM 
chips. Each RAM chip is labeled RAM beside its socket on the floor of the 
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motherboard. Unplug your system, open it up, and carefully remove one of 
the RAMs using a chip extractor (refer to "Working with IC Chips" in 
Chapter 1). Take the chip to an electronics supply store and buy one or two 
exact replacements. Replace the new RAM in the original socket, and check 
if the problem is still present. 

If the location is still blank, unplug your system again, open it up, and 
replace the old RAM in its original socket. Remove a different RAM and 
replace it with the new one. Turn the system on again and check for the 
problem. Continue in this manner, shotgunning the bank of RAM chips 
until the malfunctioning location is present once again. 

If the character location remains blank after replacing all the RAMS, take 
the motherboard in for servicing. 


Problem: Colors Do Not Display Correctly 

When usinga color monitor (either a color television or a high-resolution color 
monitor), another possible problem is that no colors display at all, or that the 
colors display the incorrect tones. Check the colors with the Low-Resolution 
Color Test of thé Monitor Diagnostic module, as well as the High-Resolution 
Color Test program. 


Solution: 


First make certain that the monitor is actually a color television or a color 
monitor instead of a black-and-white television or monochrome monitor. 
Some monitors have a control that allows switching between a monochrome 
mode and a color mode. Make sure it is in the color mode. 


If the monitor is displaying colors, but they're not the correct colors, there 
are two adjustments that can rectify this problem. 

Fora television monitor, first check a normal television picture, and see if 
the color is adjusted properly. If it doesn't look right, for instance, if faces 
look too red, or green, then the color and tint controls on the television set 
simply need to be adjusted. 

Once the television broadcast picture displays the correct colors, switch 
the television back to the computer mode and check the color. It's possible 
that the color ofa television broadcast might look fine, but when working in 
the computer mode, the colors are wrong and/or fuzzy. When working with 
a computer monitor, simply adjust the color and tint controls of the moni- 
tor, just as you would with a television. 


After making the proper adjustments, if the colors still are not correct, there 
is a variable resistor on the motherboard that serves to optimize video color. 
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Follow these steps to use this color trim pot: 


1) Turn system power off, disconnect all peripheral cables, and remove the 
system unit cover. 

2) Reconnect the monitor and disk drive cables. 

3) Turn system power on again. While the system is open and power is on, 
do not touch anything. When making adjustments, use only a non-con- 
ductive (plastic) tuning wand. Do not use a metal screwdriver. 

4) Load and run the System Diagnostic Program. Choose the Monitor 
Diagnostic, and then the Low-Resolution Color Test (refer to “Running 
the Monitor Diagnostic Module” later in this chapter for further in- 
structions). 

5) Locate the color trim variable resistor on the motherboard (Fig. 5-7). 

6) Use the tuning wand to adjust this resistor in small increments until you 
see satisfactory colors on the screen display. 

7) Turn the system off again and disconnect the peripheral cables. 

8) Replace the system unit cover. 

9) Connect all peripheral and power supply cables. 


color trim resistor 


front Fig. 5-7. Color trim variable resistor. 
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10) Power up the system and run several passes of the Exerciser program 
(see Chapter 9, The System Exerciser) to ensure that the system is 
functioning properly. 


Adjusting the color from inside the system unit does not affect the color and 
tint settings on the television or monitor itself. 


Problem: Monitor Needs to Be Serviced 


If the troubleshooting procedures described above fail to solve the monitor 
problem, call your Apple II service center and speak with a technician. Describe 
the make of your monitor, and the problem it is experiencing. Also describe what 
you have already tried to do to find and fix the problem, and report the results. 
Find out if there are any solutions they can suggest over the phone. 

If the monitor cannot be repaired over the phone, ask the technician if you 
should bring in just the monitor, or ifthe system unit should be brought in as well. 

After supplying all available information about the monitor malfunction, find 
out if the technician has any ideas yet on what the problem might be, and how 
long and how much it might cost to fix. Be sure to get a copy of the work order. 

Before you pay for and accept your monitor, have the repair technician 
demonstrate that the problem has actually been fixed. When you get the monitor 
home again, connect everything together, and refer to Chapter 9,“Тһе Exer- 
ciser,” for instructions on burning in the system after repair. The Exerciser 
includes an extensive monitor burn-in procedure that should prove very helpful. 


RUNNING THE MONITOR DIAGNOSTIC MODULE 


To run the Monitor Diagnostic module, follow the instructions provided in 
“Running the Diagnostic Program” in Chapter 2. Then press M. The screen 
clears, and the Monitor Diagnostic Menu is displayed (Fig. 5-8). To activate one 
of these tests, press the corresponding number. To end the Monitor Diagnostic 
module, press the ESC key, whereupon the Diagnostic Main Menu will be dis- 
played again. 


Display Test 

To run the Display Test, press 1. The screen will clear and then display the test 
instructions (Fig. 5-9). Press a character on the keyboard. (Function keys and the 
cursor arrow keys do not work for this test, because they do not have a graphic 
display.) The character will fill the entire screen at every available character 
location (Fig. 5-10). Any character locations that do not display the character will 
be very obvious. 


MONITOR DIAGNOSTIC 


1...DISPLAY TEST 
2...ALIGNMENT TEST 
3...CHARACTER SET TEST 
4. 

5. 


-- SCROLL TEST 
. LOW RES COLOR TEST 


PRESS ESC TO END TEST 


Fig. 5-8. The monitor diagnostic menu. 


DISPLAY TEST 


ENTER ANY CHARACTER TO FILL SCREEN 


PRESS ESC TO END TEST 


Fig. 5-9. Display test instructions. 
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Fig. 5-10. Display test results. 


After displaying the character at every location, the program waits for you to 
press another character. You may enter another character at this point, or press 
ESC to return to the Monitor Diagnostic Menu. 


Alignment Test 


Pressing 2 from the Monitor Diagnostic Menu activates the Alignment Test, 
which displays the alignment box with horizontal and vertical lines as shown in 
Fig. 5-11. The alignment grid illustrates any alignment or skew problems. The 
display should look symmetrical, with straight lines. There should be no distor- 
tion. To end this test and return to the Monitor Diagnostic Menu, press the ESC 
key. 


Character Set Test 


Press 3 to invoke the Character Set Test. This test checks whether any charac- 
ters are missing. All 128 display characters are displayed on the screen (Fig. 5-12). 
Pressing ESC ends this test and displays the Monitor Diagnostic Menu once again. 


Fig. 5-11. Alignment test results. 


Fig. 5-12. Character set test results. 
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Scroll Test 


To test display page scrolling, press 4 from the Monitor Diagnostic Menu. The 
Scroll Test prompts for the number of repetitions for the test. If you enter a 
number less than 35, the program defaults to scrolling 35 lines. The test displays 
the same line for the specified number of repetitions in a sliding character set 
display on the screen. 

Once the screen is filled, the top line scrolls off the top of the screen and 
disappears, while a new line appears at the bottom of the screen. If new lines are 
added to the bottom, the lines of the character set appear to walk down and across 
the screen, shifting to the right, one character at a time. If it scrolls properly, the 
screen resembles Fig. 5-13. 


Low-Resolution Color Graphics Test 


To test the low-resolution color mode, press 5 from the Monitor Diagnostic 
Menu. The screen displays a menu of the sixteen colors available in the low-reso- 
lution mode. Enter the color name exactly as it is shown in the menu, using all 
uppercase letters. As soon as you enter the name of the color to test, the screen is 
completely filled with low-resolution blocks at each location. Even if you are not 


SCROLL TEST 


ENTER NUMBER OF REPETITIONS-35 


!1"8$345'()*5,-./8123456789:; <=>? @ABCDEFGHI JKLMNOPORSTUVWXYZ(\)*_‘abcdefghijkimno 
1"8$36'()**,-./8123456789:; <=>? @ABCDEFGHI JKLMNOPORSTUVWXYZ(\)*_‘abcdefghijkimno 
"8936'()*4,-./8123456789:; <=>? 8BABCDEFGHI JKLMNOPQRSTUVWXYZ(\1*_‘abcdefghijkimno ! 
9$$5'()**,-./0123456789:; <=>? @ABCDEFGHI JKLMNOPQRSTUVWXYZ(\1]*_‘abcdefghljkimno !" 
$$3&'()**,-./80123456789:; <=>? 8ABCDEFGHIJKLMNOPQRSTUVWXYZ(N])^ "abcdefghijk1mno 178 
$6'()*e,-./0123456789:; «2»? 8BABCDEFGHIJKLMNOPQRSTUVWXY2(X]^ "'"abcdefghljklmno 1745 
&'()**,-./0123456789:; «22? BABCDEFGHI JKLMNOPQRSTUVWXYZ(\}"_‘abcdefghijkimno 1745% 
"()%+,-./8123456789: ; 2? BABCDEFGHI JKLMNOPQRSTUVWXYZIX1^ 'abcdefghljklmno !"i$*4 
()**,-./0123456789:; <=>? 8BABCDEFGHI JKLMNOPQRSTUVWXYZ(X)^ '"abcdefghijklmno 145%" 
)**,-./0123456789:; <=>? 8BABCDEFGHI JKLMNOPQRSTUVWXYZ(N]^ "abcdefghijklmno !"#5%6' ( 
**,-./0123456789:; <=>? BABCDEFGHI JKLMNOPQRSTUVWXY2[X)^ "abcdefghijklmno ! "#9%4'() 
*,7./8123456789:;€2»?8ABCDEFGHIJKLMNOPQRSTUVWXYZ(X)^. "abcdefghlijklmno !"i$*&'()* 
27 + /8123456789: ; <=>?@ABCDEFGHI JKLMNOPORSTUVWXYZ{\1]*_‘abcdefghijklmno !"M$*&8'()*4 
7./8123456789:; <=> 2@ABCDEFGHI JKLMNOPORSTUVWXYZ([\1*_‘abcdefghijkimno !"M$*5'()**, 
:/0123456789:; <=> ?@АВСРЕЕСНІ JKLHNOPQRSTUVWXYZIN)^ "abcdefghijklmno !"#$%&'()*+,- 
480123456789: ; <=> ?@ABCDEFGHI JKLMNOPQRSTUVWXYZ{\)*_‘abcdefghijklmno !"#8%&'()*+,-. 
0123456769: ; <=> ?@ABCDEFGHI JKLMNOPQRSTUVWXYZ[\]*_‘abcdefghijklmno 1"#$%&'()*+,-./ 
123456789: ; <=> ?@ABCDEFGHI JKLMNOPORSTUVWXYZI\)*_‘abcdeftghijklimno !"#$%&'()*+,-./@ 
23456789: ; <=>?@ABCDEFGHI JKLMNOPORSTUVWXYZI\)*_‘abcdefghijkimno 1"4$914'()*4,-./81 
3456789: ; «-»? 8ABCDEFGHIJKLMNOPQRSTUVWXY21N]^ "abcde£ghijJklmno !"#$%&'()*+,-./812 
456789: ; <=>? @ABCDEFGH1 JKLMNOPORSTUVWXYZ[\]*_‘abcdefghijklmno !"%5%67()%%,-./0123 
56789: ;<=>?@ABCDEFGHI JKLMNOPORSTUVWXY2[\)*_‘abcdefghijklmno !"N$*&4'()**,-./01234 
6789: ; <=> ?@ABCDEFGHI JKLMNOPQRSTUVWXYZ(\)*_‘abcdefghijklmno !"#$%&'{)*+,-./012345 


PRESS ESC TO END TEST 


Fig. 5-13. Scroll test results. 
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LOW RES COLOR GRAPHICS TEST 


VALID COLORS ARE: 


BLACK MAGENTA DARK BLUE 
VIOLET DARK GREEN GRAY 1 
MEDIUM BLUE LIGHT BLUE BROWN 
ORANGE GRAY 2 PINK 


GREEN YELLOW AQUA 
WHITE 


PRESS ANY KEY TO CONTINUE 
OR PRESS ESC TO END TEST 


ENTER COLOR- 


Fig. 5-14. Low-resolution test instructions. 


using a color monitor, this is a good test for the low-resolution memory locations 
(Fig. 5-14). 

If there are any locations that are not filled with one of the blocks, then there isa 
video memory problem. Also, if the selected color is not correctly represented on 
the screen, then there is a color adjustment problem. Leave this test displayed on 
the screen, make the necessary adjustments, and view all the colors until they’re 
displaying correctly. Refer to “Problem: Colors Do Not Display Correctly” ear- 
lier in this chapter for the adjustment procedure. 

Press any key to end the test. The screen will clear and return to the color menu, 
and another color can be tested if desired. When finished testing colors, press ESC, 
and the Monitor Diagnostic Main Menu will be displayed again. 


High-Resolution Color Graphics Test 


To test colors in the high-resolution graphics mode, load the High-Resolution 
Color Test Program, available as a separate program called “HIRES” on the 
System Diagnostic Program diskette. If you do not have this diskette, you can key 
it in yourself following the listing provided in Fig. 5-17. 

After this program is loaded, a menu of the six high-resolution colors is dis- 
played (Fig. 5-15). Enter the name of the color to be tested in uppercase letters. 
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HIGH RES COLOR GRAPHICS TEST 
VALID COLORS ARE: 


BLACK 1 GREEN VIOLET 
WHITE 1 BLACK 2 ORANGE 


BLUE WHITE 2 


PRESS ANY KEY TO CONTINUE 
OR PRESS ESC TO END TEST 


Fig. 5-15. High-resolution color graphics test instructions. 


Once this is done, the screen is completely filled with a series of high-resolution 
pixels in that color at each screen memory location. Any location that is not filled 
with the color pixel indicates a high-resolution video memory location problem. 

Press any key to end the test. The screen will clear and return to the color menu, 
so another color can be tested if desired. When finished testing colors, press ESC, 
and the program quits to the Applesoft BASIC environment displaying the right 
bracket prompt. 


HOW THE MONITOR 
DIAGNOSTIC MODULE WORKS 

Selecting M (or m) from the System Diagnostic Main Menu causes the program 
to branch to line 350, which is the start of the Monitor Diagnostic module 
consisting of five monitor tests (Fig. 5-16). 

Line 350 uses a REMARK statement to indicate the beginning of the Monitor 
Diagnostic module. 


350 REM MONITOR DIAGNOSTIC MODULE 
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350 
360 


370 


380 
390 
400 
410 
420 
430 
440 
465 
470 
475 
480 


490 
495 
500 
510 
520 
525 
530 
540 
550 
560 
570 
575 
580 
590 
600 
610 
620 
640 
650 
660 
670 


680 
690 
695 
700 


КЕМ MONITOR DIAGNOSTIC MODULE 

HOME : PRINT TAB( 6) "MONITOR DIAGNOSTIC": 
PRINT : PRINT ТАВ( 5)"1...DISPLAY TEST": 

PRINT ТАВ( 5)"2...ALIGNMENT TEST" 

PRINT TAB( 5)"3...CHARACTER SET TEST": 

PRINT ТАВ( 5)"4...SCROLL TEST": PRINT ТАВ( 5) 
"5...LOW RES COLOR TEST" 

PRINT : PRINT TAB( 5)"PRESS ESC TO END TEST" 
GOSUB 8000: IF ASC (A$) = 27 THEN GOTO 50 


IF AS = "1" THEN GOTO 470 
IF AS = "2" THEN GOTO 540 
IF AS = "3" THEN GOTO 660 
IF A$ = "4" THEN GOTO 730 
IF AS = "5" THEN GOTO 860 


PRINT CHRS (7): GOTO 390 

REM DISPLAY TEST 

HOME : PRINT ТАВ( 14)"DISPLAY TEST": PRINT 
PRINT "ENTER ANY CHARACTER TO FILL SCREEN": 
PRINT : PRINT "PRESS ESC TO END TEST" 
GOSUB 8000 

HOME 

IF ASC (AS) = 27 THEN GOTO 350 

FOR I = 1 TO 959 

PRINT AS;: NEXT I 

IF EX = 1 THEN GOTO 680 


GOTO 490 
REM ALIGNMENT TEST 
GR : РОКЕ - 16302,0: CALL - 1998: COLOR= 15 


FOR I = 1 TO 45 STEP 8 

HLIN 0,39 AT I- 1 

HLIN 0,39 AT 47 

NEXT I 

FOR I = 1 TO 40 STEP 8 

VLIN 0,47 AT I - 1 

NEXT I 

VLIN 0,47 AT 39 

GOSUB 8000 

TEXT : GOTO 350 

REM CHARACTER SET TEST 

HOME : PRINT ТАВ( 11)"CHARACTER SET TEST": 
PRINT : PRINT "PRESS ESC TO END TEST": PRINT 
FOR І - 0 TO 128 


PRINT CHRS (I) + " ";: NEXT I 
IF EX - 1 THEN СОТО 750 
GOSUB 8000 


Fig. 5-16. Monitor diagnostic module listing. 


710 
720 
730 
740 
750 
760 
770 
780 
790 
800 
810 
820 
830 
840 
850 


860 
870 


872 


874 


875 
876 


878 
880 
890 
900 
910 
920 


930 
940 
950 
960 
970 
980 
990 
1000 
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GOTO 350 

REM SCROLL TEST 

HOME : PRINT TAB( 15)"SCROLL TEST": PRINT 
INPUT "ENTER NUMBER OF REPETITIONS-";A 

IF A < 35 THEN A = 35 


М = 31 

FOR I = 1 TOA 

М = М + 1: IF М > 71 THEN N = 32 
FOR X = 1 TO 40 

PRINT CHRS (N);:N = М + 1 

IF N > 71 THEN N = 32 

NEXT X 

NEXT I 


IF EX = 1 THEN RETURN 

PRINT : PRINT "PRESS ESC TO END TEST": GOSUB 8000: 
GOTO 350 

REM LOW RES COLOR GRAPHICS TEST 

HOME : PRINT ТАВ( 10)"LOW RES COLOR GRAPHICS 
TEST": PRINT 

PRINT “VALID COLORS ARE:": PRINT : PRINT "BLACK"; 
ТАВ (13) "MAGENTA"; ТАВ( 24)"DARK BLUE": PRINT 
"VIOLET"; TAB( 13) "DARK GREEN"; ТАВ( 24) "GRAY 1" 
PRINT "MEDIUM BLUE"; TAB( 13)"LIGHT BLUE"; 

ТАВ( 24) "BROWN": PRINT "ORANGE"; ТАВ( 13)"GRAY 2"; 
ТАВ( 24) "PINK": PRINT "GREEN"; TAB( 13) "YELLOW"; 
ТАВ( 24) "AQUA": PRINT "WHITE" 

PRINT 

PRINT "PRESS ANY KEY TO CONTINUE": PRINT "OR PRESS 
ESC TO END TEST": GOSUB 8000: IF ASC (А5) = 27 
THEN GOTO 350 


INPUT "ENTER COLOR-";CS$ 


IF C$ - "BLACK" THEN C - 0: GOTO 1060 

IF C$ = "MAGENTA" THEN C = 1: GOTO 1060 

IP C$ - "DARK BLUE" THEN C - 2: GOTO 1060 
IF C$ = "VIOLET" THEN C = 3: GOTO 1060 

IF C$ = "DARK GREEN" THEN C = 4: GOTO 1060 
IF C$ - "GRAY 1" THEN C - 5: GOTO 1060 

IF C$ = "MEDIUM BLUE" THEN C = 6: GOTO 1060 
IF C$ = "LIGHT BLUE" THEN C = 7: GOTO 1060 
IF CS - "BROWN" THEN C - 8: GOTO 1060 

IF C$ - "ORANGE" THEN C - 9: GOTO 1060 

IF C$ - "GRAY 2" THEN C - 10: GOTO 1060 

IF C$ - "PINK" THEN C - 11: GOTO 1060 


Fig. 5-16. (continued) 
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"GREEN" THEN C = 12: GOTO 1060 


1010 IF C$ = 

1020 IF C$ = "YELLOW" THEN C = 13: GOTO 1060 
1030 IF CS = "AQUA" THEN C = 14: GOTO 1060 
1040 IF C$ = "WHITE" THEN C = 15: GOTO 1060 


1050 PRINT : PRINT CHRS (7): PRINT “INVALID COLOR! - 
RE-ENTER”: PRINT : GOTO 880 

1060 СЕ : РОКЕ - 16302,0: CALL - 1998 

1070 COLOR- C 

1080 FOR Y = 0 TO 47 

1090 FOR X = 0 TO 39 

1100 PLOT X,Y: NEXT X 

1110 NEXT Y 

1120 GOSUB 8000: TEXT : GOTO 870 


Fig. 5-16. (continued) 


Line 360 clears the screen and positions the cursor with the HOME command. 
Together with lines 370 and 380, the Monitor Diagnostic Menu and prompts are 
displayed. 


360 HOME : PRINT TAB( 6)“MONITOR DIAGNOSTIC": 
PRINT : PRINT TAB( 5)"1...DISPLAY TEST": 
PRINT TAB( 5)"2... ALIGNMENT TEST” 

370 PRINT TAB( 5)"3...CHARACTER SET TEST": 
PRINT TAB( 5)"4... SCROLL TEST”: PRINT TAB( 5) 
"5...L0W RES COLOR TEST" 

380 PRINT : PRINT TAB( 5)"PRESS ESC TO END TEST" 


Line 390 branches to the Get-a-key subroutine at line 8000 to get your menu 
selection. If you press the ESC key, indicated by an ASCII value of 27 in A$, the 
Monitor Diagnostic ends and the program branches back to line 50 to display the 
System Diagnostic Main Menu. 


390 GOSUB 8000: IF ASC (A$) = 27 THEN GOTO 50 


Lines 400 through 440 branch to the appropriate monitor test, depending on 
the user input stored in variable A$. Valid keys are 1 through 5. 


400 IF A$ = "1" THEN GOTO 470 
410 IF A$ = "2" THEN GOTO 540 
420 IF A$ = "3" THEN GOTO 660 
430 IF A$ = "4" THEN GOTO 730 
440 IF A$ = "5" THEN GOTO 860 
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If you press a key other than 1 through 5, the program falls through to line 465. 
A beep will be sounded to indicate the error. Then the program will branch back 
to line 390 to allow you to try again with another key. 
465 PRINT CHR$ (7): GOTO 390 

Line 470 is the beginning of the Display Test, as indicated by the REMARK 
statement. The Display Test prompts you to enter a key, and then fills the screen 
with that character. 
470 REM DISPLAY TEST 

Line 475 clears the screen, positions the cursor, and prints the test title. 


475 HOME : PRINT TAB( 14)"DISPLAY TEST”: PRINT 


Line 480 prompts you to enter the character to fill the screen, and then to press 
the ESC key to end the test. 


480 PRINT "ENTER ANY CHARACTER TO FILL SCREEN”: 
PRINT : PRINT "PRESS ESC TO END TEST" 


Line 490 branches to the Get-a-key subroutine to get the user input of the 
character to test. 


490 GOSUB 8000 
Line 495 clears the screen and positions the cursor again. 
495 HOME 

Line 500 checks whether or not the ESC key, as ASCII value 27, has been 
pressed. If it has, the Display Test ends and the program returns to line 350 to 
display the Monitor Diagnostic Menu again. 
500 IF ASC (A$) = 27 THEN GOTO 350 

Lines 510 and 520 constitute the FOR-NEXT loop which fills the screen with 


the character input you select. This input is stored in variable A$. There аге 40 
columns and 24 rows, for 960 locations. The FOR-NEXT loop stops at 959, 
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leaving the last location blank. If this final location were to be filled, it would 
cause the display to scroll up. 


510 FOR | = 1 TO 959 
520 PRINT А%; NEXT | 


Line 525 checks whether or not the Exerciser currently has program control. If 
it does, EX is equal to 1, in which case the program branches to line 680. If it does 
not have control of the program, EX is equal to 0, in which case the program 
proceeds through to line 490 to wait for another key to be tested. 


525 IF EX = 1 THEN GOTO 680 
530 GOTO 490 


Line 540 begins the Alignment Test with the REMARK statement. In this test, 
an alignment grid is built in the low-resolution graphics mode, and is used to 
check whether the monitor’s display is properly aligned horizontally and verti- 
cally. 


540 REM ALIGNMENT TEST 


Line 550 uses the GR instruction to set the screen for operation in the low-reso- 
lution graphics mode. The POKE statement and the CALL statement are used in 
conjunction with one another to ensure that the entire screen page is utilized. 
Without these two instructions, the last four lines of the screen would consist of a 
small text window, which would not be desirable for painting the alignment grid. 
The color instruction sets the color of the screen to white. 


550 GR : POKE - 16302,0: CALL - 1998: COLOR= 15 


Line 560 is the start of the FOR-NEXT loop which draws a horizontal line for 
the alignment grid. The FOR-NEXT loop is run 45 times in steps of eight. This 
means that a line is drawn on every eighth row. 


560 FOR | = 1 TO 45 STEP 8 


Lines 570 and 575 use the HLIN instruction to actually draw a horizontal line 
from column 0 through column 39. I - 1 indicates the row in which the line is to be 
drawn, and is related to the current position in the FOR-NEXT loop. Line 575 
draws the line on the 47th row to complete the horizontal portion of the align- 
ment grid. 
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570 НИМ 0,39 AT 1 - 1 
575 HLIN 0,39 AT 47 


Line 580 isthe NEXT for the FOR-NEXT loop begun at line 560. This loop is 
run 45 times in steps of eight, until all the horizontal lines are drawn on the screen 
from top to bottom. 


580 NEXT I 

Line 590 begins a similar FOR-NEXT loop, this time drawing the vertical lines 
to complete the alignment grid. The loop runs through 40 times, for the 40 
columns in a row, drawing a line every eighth row. 
590 FOR | = 1 TO 40 STEP 8 

Line 600 actually draws the vertical line, using the VLIN instruction. The line 
is drawn from row 0 through row 47 at the column relating to where the program 


is currently in the FOR-NEXT loop. 


600 VLIN 0,47 AT I - 1 
610 NEXT I 


Line 620 is the final vertical line drawn to close up the grid at column 39. 
620 VLIN 0,47 AT 39 


Line 640 branches to the Get-a-key subroutine at line 8000 to wait for the user 
to press a key to end the alignment test. 


640 GOSUB 8000 

Once this is done, the TEXT instruction in line 650 switches the monitor from 
the low-resolution graphics mode back to the text mode. The program then 
branches back to line 350 to display the Monitor Diagnostic Menu. 
650 TEXT : GOTO 350 


When you press a 3 from the Monitor Diagnostic Menu, the program will 
branch to line 660 and begin the Character Set Test. This test displays the 
monitor's full character set on the screen. 


660 REM CHARACTER SET TEST 
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Line 670 clears the screen and positions the cursor with the HOME instruc- 
tion. The test title is displayed, as is the prompt for ending the test. 


670 HOME : PRINT ТАВ( 11)“CHARACTER SET TEST”: 
PRINT : PRINT “PRESS ESC TO END TEST": PRINT 


Line 680 begins a FOR-NEXT loop which builds and collates the 128 display 
characters available on the Apple II systems. 


680 FOR І = 0 TO 128 

Line 690 prints the character string value of I and adds a blank. The character 
of CHR$(0) is printed first to satisfy the first loop. The second loop increments 
variable I to 2, to create CHR$(2). This character is printed. NEXT I loops it back 
to line 680 again, incrementing variable I to 3. Line 690 reads CHR$(3), and that 
character is printed. This continues for the full 128 character set, until all charac- 
ters are displayed on the screen. 
690 PRINT CHR$ (I) + “ “;: NEXT | 


Line 695 checks whether or not the Exerciser is in effect. If it is, the program 
branches to line 750. If it is not set, the program proceeds to line 700. 


695 IF EX = 1 THEN GOTO 750 


Line 700 branches to the Get-a-key subroutine at line 8000. This waits for you 
to press any key to end the Character Set Test. 


700 GOSUB 8000 


When you press a key, the Character Set Test ends and the program returns to 
line 350 to display the Monitor Diagnostic Menu. 


710 GOTO 350 


When you press 4 from the Monitor Diagnostic Menu, the program branches 
to line 720, which begins the Scroll Test with a REMARK statement. The Scroll 
Test builds a line of display characters and prints it at least 35 times to let you 
check the monitor’s scrolling capabilities. 


720 REM SCROLL TEST 
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Line 730 prints the test title on the screen. 
730 HOME : PRINT ТАВ( 15)“SCROLL TEST”: PRINT 


Line 740 is an INPUT statement prompting you to enter the number of 
repetitions for the scroll line to be printed. Your answer is stored in variable A. 


740 INPUT "ENTER NUMBER OF REPETITIONS-“;A 


Line 750 checks if A is less than 35. If so, the repetitions are reset to 35. This is 
done so that you will see enough repetitions of the line across the screen to see 
scrolling take place. 


750 IF A < 35 THEN A = 35 


Line 760 sets variable М to 31, which is 1 less than the first display character, 
ASCII (32), a blank. This is used in the following FOR-NEXT loop. 


760 N = 31 

Line 770 begins the FOR-NEXT loop to build the scroll line. 
770 FORI=1T0A 

Line 780 then sets N equal to N-+1 as it pertains to the loop. Line 760 had set N 
to 31, so now it is 32, for the first display character, a space. N begins with a value 
of 31. Because there are 40 columns in a line across the screen, and only one line is 
needed for this test, 40 is added to 31 to obtain the value of 71. When N has 
incremented to a value greater than 71, it is reset back to 32 to start over again. 
780 N =N +1: IF N > 71 THEN N = 32 

Line 790 begins an X FOR-NEXT loop nested within the I loop. This loop 
indicates the 40 characters that can be printed across one line on the screen, and 
does the work of building the actual line. 
790 FOR X = 1 TO 40 


Line 800 prints the characters as specified by the two FOR-NEXT loops. First 
CHR$(32), a blank, is printed. Then М is incremented to 33 for the X loop, and 
CHR$(33) is printed. 


800 PRINT CHR$ (N):N = NF 1 
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Line 810 checks whether М is greater than 71. If it is, М is reset to 32 for the 
X loop. 


810 IF N > 71 THEN N = 32 
Line 820 increments the X loop. 
820 NEXT X 


Line 830 increments the I loop, and the specified repetitions of the scroll line 
are printed across the screen until it scrolls. 


830 NEXT | 


Line 840 checks the Exerciser flag. If the Exerciser is in operation, indicated by 
a 1, it returns to the Exerciser module, as it is now finished with the monitor 
Exerciser tests. 


840 IF EX — 1 THEN RETURN 


If the Exerciser is not in effect, the program proceeds to line 850. This line 
displays a user prompt to end the test, and the response is received through the 
Get-a-key subroutine at line 8000. The Scroll Test ends and the program 
branches back to line 350 to display the Monitor Diagnostic Menu. 


850 PRINT : PRINT "PRESS ESC TO END TEST”: GOSUB 8000: GOTO 350 


When you press а 5 from the Monitor Diagnostic Menu, the program branches 
to line 860 to begin the Low-Res Color Graphics Test. This test fills every 
low-resolution character location on the screen with a user-specified color, so that 
you can check that every memory location is operational, and that the colors are 
displaying accurately. 


860 REM LOW RES COLOR GRAPHICS TEST 


Line 870 clears the screen and positions the cursor with the HOME instruc- 
tion. The test title is printed on the screen. 


870 HOME : PRINT TAB( 10)"LOW RES COLOR GRAPHICS TEST”: PRINT 


Lines 872 and 874 display the names ofthe 16 available low-resolution colors. 
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872 PRINT "VALID COLORS ARE:”: PRINT : PRINT "BLACK"; 
TAB(13) MAGENTA"; TAB( 24)" DARK BLUE": PRINT 
"VIOLET": TAB( 13)" DARK GREEN"; TAB( 24)"GRAY 1“ 

874 PRINT "MEDIUM BLUE"; TAB( 13)"LIGHT BLUE”; 

TAB( 24)"BROWN": PRINT "ORANGE"; TAB( 13)" GRAY 2”; 
TAB( 24)"PINK": PRINT "GREEN"; TAB( 13) YELLOW"'; 
TAB( 24)"AQUA": PRINT "WHITE" 


Line 875 feeds an extra line to separate the columns of color names from the 
subsequent user prompts. 


875 PRINT 


Line 876 displays prompts asking you to either press any key to continue the 
test, or to press ESC to end the test. The program branches to the Get-a-key 
subroutine at line 8000 to wait for the user response to these prompts. If the 
response is an ESC key, as indicated by a value of 27 in A$, the Low-Res Color 
Graphics Test ends and the program branches back to line 350 to display the 
Monitor Diagnostic Menu. 


876 PRINT "PRESS ANY KEY TO CONTINUE": PRINT “OR PRESS 
ESC TO END TEST”: GOSUB 8000: IF ASC (A$) = 27 
THEN GOTO 350 


Lines 878 prints a blank line between the prompts and the next input line to be 
printed at line 880. 


878 PRINT 


Line 880 prompts you to enter a color in uppercase letters, exactly as it appears 
in the valid color list displayed on the screen. The entered color is placed into 
variable C$. 


880 INPUT "ENTER COLOR-";C$ 


Lines 890 through 1040 check for the valid colors. Each color has a corre- 
sponding numeric value. For example, if you enter BLACK in C$, it is translated 
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toa value of 0, which is placed into variable C. Variable C is then used to paint the 
color in line 1070. 


890 IF C$ = “BLACK” THEN C = 0: GOTO 1060 

900 IF C$ = "MAGENTA" THEN C = 1: GOTO 1060 
910 IF C$ = “DARK BLUE" THEN C = 2: GOTO 1060 
920 IF C$ — "VIOLET" THEN C — 3: GOTO 1060 

930 IF C$ = "DARK GREEN" THEN C = 4: GOTO 1060 
940 IF C$ — "GRAY 1" THEN C — 5: GOTO 1060 

950 IF C$ = "MEDIUM BLUE" THEN C = 6: GOTO 1060 
960 IF C$ = "LIGHT BLUE" THEN C = 7: GOTO 1060 
970 IF C$ — "BROWN" THEN C — 8: GOTO 1060 

980 IF C$ — "ORANGE" THEN C — 9: GOTO 1060 

990 IF C$ = “GRAY 2" THEN C = 10: GOTO 1060 
1000 IF C$ — "PINK" THEN C — 11: GOTO 1060 

1010 IF C$ — "GREEN" THEN C — 12: GOTO 1060 
1020 IF C$ — "YELLOW" THEN C — 13: GOTO 1060 
1030 IF C$ — "AQUA" THEN C — 14: GOTO 1060 
1040 IF C$ = "WHITE" THEN C = 15: GOTO 1060 


If you enter an invalid color, or misspell a color, the program will proceed 
through all the IF-THEN statements to line 1050. Line 1050 uses CHR$(?) to 
sound a beep indicating the error. Then an error message is printed with a prompt 
for you to try again. The program will return to line 880 so that you can input the 
name of another color. 


1050 PRINT : PRINT CHR$ (7): PRINT "INVALID COLOR! - RE-ENTER”: PRINT : GOTO 880 

Line 1060 uses the GR instruction to switch to the low- resolution graphics 
mode. The POKE and CALL instructions make sure that the four-line text 
window is not displayed at the bottom of the graphics screen. 
1060 GR : POKE - 16302,0: CALL - 1998 


Line 1070 issuesa COLOR command, using variable C to set the color accord- 
ing to your previous specification. 


1070 COLOR— C 


Line 1080 begins a FOR-NEXT loop which sets the Y coordinate between 0 
and 47 for the 48 rows available in the low-resolution graphics mode. 
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1080 FOR Y = 0 TO 47 


Line 1090 begins a second FOR-NEXT loop which sets the X coordinate 
between 0 and 39 for the 40 columns available in the low-resolution graphics 
mode. 


1090 FOR X — 0 TO 39 


Line 1100 uses a PLOT statement which paints a box in the specified color in 
each one ofthe low-resolution graphic locations. This statement uses the X and Y 
variables set in the FOR-NEXT loops in lines 1080 and 1090. For example, in the 
first pass, X isequal to 0, and Y is also equal to 0. This paints a box at location 0,0 
on the screen. The color has already been set in line 1070, so the box is painted in 
the specified color. The NEXT X instruction then increments X to 1, while Y 
remains at 0. This paints a box at location 1,0, directly to the right of the first box 
in the row. 


1100 PLOT X,Y: NEXT X 


When all 40 locations in the row are filled, the NEXT Y instruction at line 
1110 increments Y to 1, and the boxes begin painting at row 1, column 0. 


1110 NEXT Y 


Line 1120 branches the program to the Get-a-key subroutine at line 8000 to 
wait for the user to press a key to end the test. After this happens, the TEXT 
command switches the monitor from the low-resolution graphics mode back to 
the text mode. Then the program branches back to line 870 to display the color 
names and the user prompts again. At this point, the user can make another entry 
to test another color. 


1120 GOSUB 8000: TEXT : GOTO 870 


How the High-Res Color Graphics Test Works 


The High-Resolution Color Graphics Test is not included with the System 
Diagnostic Program, because of memory allocation constraints pertaining to 
high-resolution graphics. However, it is provided as a separate program on the 
System Diagnostic Program diskette, and the program listing is found in Fig. 
5-17. 
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REM APPLE ][ SERIES 

REM HIGH-RES COLOR GRAPHICS TEST 

REM COPYRIGHT 1988 TAB BOOKS INC. 

HOME : PRINT TAB( 5)"HIGH RES COLOR GRAPHICS 
TEST": PRINT 

PRINT "VALID COLORS ARE:": PRINT 

PRINT "BLACK 1"; TAB(9)"GREEN"; TAB(17) 
"VIOLET" 

PRINT “WHITE 1"; TAB(9)"BLACK 2"; TAB(17) 
"ORANGE" 

PRINT "BLUE"; ТАВ (9) "WHITE 2" 

PRINT : PRINT "PRESS ANY KEY TO CONTINUE": 
PRINT "OR PRESS ESC TO END TEST": PRINT 
GET А5: IF А5С (А5) - 27 THEN END 

INPUT "ENTER COLOR-";CS$ 


IF C$ = "BLACK 1" THEN C = 0: GOTO 180 
IF C$ - "GREEN" THEN C - 1: GOTO 180 
IF C$ - "VIOLET" THEN C - 2: GOTO 180 
IF C$ = "WHITE 1" THEN C = 3: GOTO 180 
IF C$ - "BLACK 2" THEN C - 4: GOTO 180 
IF C$ - "ORANGE" THEN С - 5: GOTO 180 
IF C$ - "BLUE" THEN C - 6: GOTO 180 

IF C$ - "WHITE 2" THEN C - 7: GOTO 180 


PRINT : PRINT CHR$ (7);: PRINT "INVALID COLOR! 
- RE-ENTER": GOTO 80 

HGR : POKE - 16302,0: HCOLOR- C 

FOR Y = 0 TO 191 

FOR X - 0 TO 279 

HPLOT X,Y: NEXT X 

NEXT Y 

СЕТ А5: TEXT : GOTO 10 


Fig. 5-17. High-resolution color graphics test program listing. 


When you load the HIRES program from the diskette under Applesoft BASIC, 
the program begins with the three identifying REMARK statements about the 
program. 


1 REM APPLE ][ SERIES 
5 REM HIGH-RES COLOR GRAPHICS TEST 
8 REM COPYRIGHT 1988 TAB BOOKS INC. 


Line 10 clears the screen and positions the cursor with the HOME command. 
Next the test title is displayed on the screen. 
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10 HOME : PRINT ТАВ( 5)"HIGH RES COLOR GRAPHICS 
TEST”: PRINT 


Lines 20 through 50 print the colors available under the high-resolution 
graphics mode. 


20 PRINT "VALID COLORS ARE:”: PRINT 

30 PRINT "BLACK 1"; TAB(9)"GREEN"; TAB(17) "VIOLET" 
40 PRINT "WHITE 1”; TAB(9)BLACK 2"; TAB(17) "ORANGE" 
50 PRINT “BLUE”; TAB(9)"WHITE 2" 


Line 60 displays prompts asking you to either press any key to continue, or 
press ESC to end the test. The final PRINT instruction feeds an extra line. 


60 PRINT : PRINT "PRESS ANY KEY TO CONTINUE": 
PRINT "OR PRESS ESC TO END TEST": PRINT 


Line 70 gets your input from the keyboard and places it in variable A$. The 
IF-THEN statement checks whether the value stored in A$ is equal to 27, which is 
the ASCII value for the ESC key. If it is, the program ends, and the Applesoft 
BASIC right-bracket prompt is displayed on the screen. 


70 GET A$: IF ASC (A$) — 27 THEN END 


Line 80 displays another prompt asking you to enter the color for the test. The 
color name must be entered in uppercase letters, exactly as shown in the color 
menu, or it will be returned as invalid. The entered color name is stored in 
variable C$. 


80 INPUT "ENTER COLOR-";C$ 


Lines 90 through 160 checks for which color was entered, translating the color 
name to the appropriate color code. Then the program branches to line 180 to 
continue with the test. 


90 IF C$ = "BLACK 1" THEN С = 0: GOTO 180 
100 IF C$ = "GREEN" THEN C = 1: GOTO 180 
110 IF C$ — "VIOLET" THEN C — 2: GOTO 180 
120 IF C$ = "WHITE 1" THEN C = 3: GOTO 180 
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130 IF C$ = “BLACK 2” THEN C = 4: GOTO 180 
140 IF C$ = “ORANGE” THEN С = 5: GOTO 180 
150 IF C$ = “BLUE” THEN C = 6: GOTO 180 

160 IF C$ = “WHITE 2" THEN С = 7: GOTO 180 


If the value in C$ does not match any of the strings listed in lines 90 through 
160, the program falls through to line 170 as an invalid entry. Line 170 feeds 
another line, and then uses character string 7 to sound a beep indicating to you 
that there was an error. The error message is printed, and the program branches 
back to line 80 to let you try entering a color name again. 


170 PRINT : PRINT CHR$ (7);: PRINT “INVALID COLOR! 
~ RE-ENTER”: GOTO 80 


Line 180 uses the HGR command to clear the screen and switch from the text 
mode to the high-resolution graphics mode. The POKE statement clears the four 
lines ordinarily set aside for text in the high-res graphics mode. Because all 
possible high-res graphic locations are to be tested, these text lines must be cleared 
and set to the high-res mode as well. The HCOLOR instruction then sets the 
high-resolution color equal to variable C, the value derived in lines 90 to 160 from 
the color you entered in line 80. 


180 HGR : POKE - 16302,0: HCOLOR— C 


Line 230 begins the FOR-NEXT loop which sets the loop for the depth of the 
screen (there are 192 vertical pixels available in the high-resolution graphics 
mode). 


230 FOR Y — 0 TO 191 


Line 240 begins a second FOR-NEXT loop, setting the width of the screen 
(there are 280 horizontal pixels available in the high-resolution graphics mode). 


240 FOR X — 0 TO 279 


Line 250 draws each individual dot in the specified color with the high-resolu- 
tion plot, or HPLOT, command. Together with the two FOR-TO loops, a pixel 
is drawn in each high- resolution location on the screen. This statement uses the X 
and Y variables set in the FOR-NEXT loops in lines 230 and 240. For example, in 
the first pass, X is equal to 0, and Y is also equal to 0. This paints a pixel at location 
0,0 on the screen. The NEXT X instruction then increments X to 1, while Y 
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remains at 0. This paints a pixel at location 1,0, directly to the right of the first 
pixel in the row. 


250 HPLOT X,Y: NEXT X 


When all 280 horizontal locations are painted, the program proceeds to line 
260 for the NEXT statement to the Y loop. Y is incremented to 1, and the pixels 
begin painting at row 1, column 0. 


260 NEXT Y 


When the X and Y loops are completed, the screen will be fully painted at each 
location with the specified color. The program will wait until you press a key to 
continue. Line 270 handles this input, storing the key in variable A$. The TEXT 
instruction switches the screen display from the high-resolution graphics mode 
back to the text mode. 

Finally, the program branches back to line 10, at which point you can either 
test another color, or press ESC to end the test and return to the Applesoft BASIC 
environment. 


270 GET A$: TEXT : GOTO 10 


6 
The Printer 


Although visual computer output is available from the monitor, output is often 
needed in a physical hardcopy form as well. Printed output permits more detailed 
scrutiny of the information, and allows for distribution and presentation to 
others. The printer is the means by which a paper copy can be made of computer 
processing results. 


DESCRIPTION AND FUNCTION OF THE PRINTER 


The printer is ordinarily an optional device to the computer, since a printer is 
not needed to run programs or process data. But in order to put the results on 
paper instead of only on the monitor screen, you must have a printer (Fig. 6-1). 


Types of Printers 


There are many printers available compatible with the Apple II systems. Most 
Apple II printers use a serial interface connector, although some printer con- 
trollers include an on-board parallel interface. 

The two basic types of Apple II printer choices consist of the dot-matrix printer 
and the letter-quality printer. Laser printers are also available for the Apple II, but 
they are not covered in this book. 
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Fig. 6-1. The printer. 


Dot Matrix Printers. Ifa character on the monitor screen were to be magnified, 
you would see that instead of being made up of solid lines, the character is in fact 
composed of a series of dots created with light. Each character is typically com- 
posed of seven or more dots. The series of dots used to build characters is called a 
dot matrix. 

The dot-matrix printer uses the same method for building characters to print 
letters on paper. In the printer there is a single print head with an array of small 
wires. When acharacter is sent to the printer, these print head wires punch out the 
shape of the character through the ink ribbon to create its impression on the paper 
(Fig. 6-2). 

The dot-matrix printer provides very quick output, and is the least expensive 
printer type available. Speed is measured in characters per second (cps), referring 
to how fast the printer can place characters on paper. A dot-matrix printer can 
range in speed from 30 to 200+ cps. 

The wide range of possible speeds is attributed to several factors, including the 
speed at which the computer can feed data to the printer; whether the printer 
interface is a serial or parallel connection; whether there is a printer buffer; the 
number of dots used to create a character; and whether a printer is unidirectional 
or bidirectional. 

Some printers print only left to right, and are called unidirectional printers. 
Others can print both left to right and right to left, and are called bidirectional 
printers. They put characters on a page much faster, since no time is wasted in 
sending the print head back to the beginning of a new line. 

Many dot matrix printers offer several qualities of print, including draft, near- 
letter-quality, and letter-quality modes. The draft mode might print a minimum 
number of dots for a character, thus taking the least amount of time. The other 
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print head 


Fig. 6-2. Dot-matrix print head. 


modes use multiple print passes and additional dots to make a darker, more 
solid-looking character with better resolution. The tradeoff for higher quality 
printing is speed. 

In addition to the advantages of speed, the dot-matrix printer is attractive 
because of its ability to produce an unlimited number of character font syles and 
point sizes. 

Certain dot-matrix printers, called graphic printers, can render graphic charac- 
ters. The Apple ImageWriter is an example of such a graphic printer. A graphic 
printer can address just as many ink points (which correspond to the monitor’s 
pixels) as your monitor resolution can display. It can reproduce graphic charac- 
ters, as well as drawings and business graphics. Any shape can be created with a 
series of dots. This makes the dot-matrix printer highly flexible as to the output 
that can be created. 

There are also dot-matrix printers that can print in different colors. The major 
difference lies in the printer using multicolored ribbon. The ImageWriter, Pana- 
sonic, and several other popular printers have multicolored printer ribbons avail- 
able for their printers. 

Letter-Quality Printers. Another very popular printer is the letter-quality 
printer, sometimes referred to as a daisy-wheel printer. The output looks as 
though it were typed on a traditional typewriter. 

The letter-quality printer is often preferred by individuals who use their com- 
puters to do mass mailings as part of their business. Letters printed on a letter- 
quality printer appear as though they were individually typed on a typewriter, 
rather than mass-produced with a computer. In fact, any document that a com- 
pany or individual wants to look particularly handsome is best done with a 
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letter-quality printer. Letter-quality output simply looks cleaner, with sharper 
characters than dot-matrix output. 

The letter-quality printer uses a daisy wheel to create the characters. On the 
end of each petal of the daisy wheel is a character (Fig. 6-3). 

The daisy wheel includes the entire character set for a given font family and 
point size. Instead of being formed by a single print head with a series of dots, 
these characters are individually and solidly embossed onto the daisy wheel. A 
printer motor spins the daisy wheel around until the desired character spins into 
position, at which point the print hammer strikes the character against the ink 
ribbon to form the character on paper. It works on a principle similar to the 
typewriter, although much faster. 

Although the daisy wheel is the most common print element used in letter- 
quality printers, character thimbles and cups are used by some printers. They 
work in the same general manner as the daisy wheel. No matter which element is 
used with a letter-quality printer, they all provide the capability of printing 
different font families at a higher quality. 

While dot-matrix printers can run at speeds of 30 to 200+ cps, letter-quality 
printers run at much slower speeds of 10 to 25+ cps. This is because the print head 
mechanism must position the wheel or thimble at the correct character and then 
energize a solenoid — a much longer process than staying in one location to form 
characters out of a series of dots. 


Fig. 6-3. Daisy wheel. 
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Printer Interfaces 


The printer is physically connected, or interfaced, to the Apple II system 
through an optional serial interface board. A parallel interface board is also 
available. The interface board is plugged into one of the expansion slots on the 
motherboard, and includes a receptacle that is exposed at the rear of the system 
unit to accept the printer cable (Fig. 6-4). 

A serial interface sends data one bit at a time, in a series (Fig. 6-5). This is 
contrasted with a parallel interface, which accepts 7 or 8 bits of data sent simulta- 
neously by a parallel printer. 


PRINTER PREVENTIVE MAINTENANCE 


Protect the printer with a dust cover whenever it is not being used. 
Once a month, use a hand-held vacuum cleaner or compressed air to vacuum 
or blow around the printer mechanism. This removes any dust and dirt that 
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Fig. 6-5. Parallel and serial data transfer. 
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might have accumulated. It also removes the paper and ink particles created 
during printing. Make sure the printer power is off before cleaning. 

About once a month, moisten a piece of lint-free paper with denatured isopro- 
pyl alcohol and clean the daisy wheel character petals on a letter-quality printer, 
or the print head on a dot-matrix printer. This gently cleans off the dried ink and 
paper bits that can accumulate. 

Also, use lint-free paper moistened with denatured isopropyl alcohol to wipe 
down the printer platen, the cylinder around which the paper rolls. Rotate the 
platen with the platen control knob to clean all sides. 

Wipe down the printer case with lint-free paper and denatured isopropyl 
alcohol to complete your printer preventive maintenance. 


PRINTER TROUBLESHOOTING 
AND REPAIR GUIDELINES 


The following sections describe potential printer problems, how to diagnose 
them, and the steps necessary to repair them. 


Problem: The Printer Does Not Work 


There are a number of different problem situations which could cause your 
printer not to work. 


Solutions: 


* First check that the printer is on. The printer has a power indicator light on 
the top or front of the chassis. If the printer’s ON/OFF switch is in the ON 
position, but the indicator is not lit, make sure the printer is properly plugged 
in. If it’s plugged in but still not working, try using a different electrical plug. 
Check whether this outlet is controlled by a light switch or a switch on the 
power strip. 

Make sure the printer is in the proper mode. Most printers have an ONLINE 
mode which indicates that it is ready to receive data from the computer. It 
might also have a LOCAL mode which allows physical manipulation of the 
printer: rolling the paper, preparing the printer for a different form, or 
adjusting the platen. To get the printer operating again, switch it back to the 
ONLINE mode. 

Check the cabling. Make sure the right kind of cable is being used for the 
printer, and that it is inserted into the proper receptacles, both at the printer 
and at the computer. Ensure that the connectors are sufficiently secured and 
tightened down between the printer and the printer interface port on the 
system unit. 
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Check that the application program is addressing the printer correctly. The 
printer might not be working because the correct printer driver has not been 
installed for the application in use. 

The driver is activated by a printer installation program provided with 
your application software. This special utility program prompts you to enter 
the make of printer being used so that the output to the printer is produced 
correctly. It also ensures that any special printing functions such as boldface 
and italic can be used. 

The printer installation program provides a wide range of popular models 
from which to choose. Even off-brand printers always have an equivalent to 
one of these choices. If you do not run the application’s printer installation 
program, the driver might not be installed properly, which would in turn 
cause the printer not to work. 


Certain option switch settings within the printer might make it impossible to 
print. These switch settings control parameters such as baud rate and word 
length. Refer to the printer documentation for more information about 
these internal switch settings. For more information about terms such as 
baud rate and word length, refer to Chapter 8, “Тһе Serial Communication 
Interface.” 


Problem: Poor Print Quality 


Another printer problem can result in poor print image quality. Though the 
characters are recognizable, they look blurred, light, or washed out. A related 
problem can occur when printing on a multiple copy form. In this instance, while 
the top copy prints well, subsequent copies print poorly or not at all. 


Solutions: 


Run the Sliding Alpha or Display Print Character Test of the Printer Diag- 
nostic program to obtain sample output. Poor print quality is usually a 
mechanical rather than a software problem. 

Check the printer ribbon. It might be jammed, or spent. When this happens, 
the print heads strike the same place on the ribbon, and the ribbon is unable 
to advance to fresh ink. Manually advance the ribbon with the advance knob 
on the cartridge, or install a new ribbon cartridge. 


Some printers have a forms adjustment, which enables the print head to be 
brought further back from the carriage to accommodate papers of heavier 
thicknesses, or multi-part forms. Use the forms adjustment to move the 
head closer to the carriage. Run the print sample and adjust the head until 
the print image is clear and sharp. 
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* Clean the letter-quality daisy wheel, or the dot-matrix print head, with a 
lint-free cloth or cotton swab moistened with isopropyl alcohol. 

* If the print quality is still unacceptable after changing the ribbon, adjusting 
the print head, and cleaning the element, refer to the printer documentation. 
Call the manufacturer for more information. 


Problem: A Horizontal Tab is Not Working 


If the printer seems to be unable to tab over to a certain position along the 
carriage, run the Horizontal Tab Test. The asterisks should print in a diagonal 
line across the paper, starting at position 1. 


Solutions: 


* If the tabs do not print in this diagonal line, check whether something is 
obstructing the platen or the print head. Often simply blowing through the 
print head, or pulling out a bit of paper hung up on it will solve the problem. 
Use compressed air or a hand-held vacuum cleaner to help unclog tight areas 
in the printer. 


ө If these solutions fail to take care of the problem, refer to the printer docu- 
mentation, or contact the manufacturer. 


Problem: Paper Does Not Feed Properly 


The printer might not feed the paper correctly. Certain commands issued from 
the application program to the printer can cause the paper to feed several lines, 
similar to carriage returns on a typewriter. When working with special forms like 
checks and invoices, the application program sets up the line spacing to occur ina 
specific pattern that is more complex than single- or double-spacing. Also, you 
might enter a form feed command at a defined point, thus causing the printer to 
roll up to the next form. 

Problems can occur when the specified vertical spacing does not work as 
expected. The specified number of lines between text might not feed, or the paper 
might bunch up and jam as it’s rolling to the next page. 


Solutions: 


е Run the Line Feed Test of the Printer Diagnostic module to check the 
carriage control. This test prints lines with variable line spacing and then it 
feeds the paper up to the next page. 

* Ifthis does not take place as expected, check that the paper has been correctly 
inserted into the printer. 
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e If working with continuous feed paper on a forms tractor, check that the 
paper is not pulled too tight or left too loose in the tractor clamps. 


* Check the platen adjustment. There is a lever that loosens the platen when 
rolling the paper in. Then in order for the paper to automatically feed with 
the forms tractor, the platen must be set at the locked position. 


e Check fora scrap of paper or other foreign object that could have lodged into 
the platen or into the paper feed area. If you cannot reach it with your fingers, 
remove it with tweezers, compressed air, or a hand-held vacuum cleaner. 


е If you suspect that the printer is inserting extra spaces between lines, гип the 
Sliding Alpha Test of the Printer Diagnostic. The output should appear 
single-spaced. If there are blank line spaces in between the printed lines, 
there may bea faulty option switch setting that’s causing the extra line feeds. 
Check the printer documentation for more information about switch set- 
tings. 

е If none of these suggestions correct the line spacing problem, refer to the 
printer documentation or call the manufacturer for recommendations. 


Problem: Certain Characters Do Not Print 


Sometimes a certain character does not print. The character exists on the 
screen, and you know it's available within the printer's character set. However, 
when you request printer output, the character does not form properly, or there is 
a black box or blank space where the character should be. 


Solutions: 


e If you're working with a dot-matrix printer, run the Display Character Print 
or Echo Character Test of the Printer Diagnostic. If there is a black box or 
blank space where a character is supposed to be, then the printer is probably 
not set up to accommodate graphics. 

As discussed earlier, there are several types of dot-matrix printers. One 
type accommodates graphic characters as well as the standard alphanumeric 
characters. Another type operates only in the character mode. If yours is a 
character printer, it cannot print graphics characters. 

It may be confusing to see the graphics character on the monitor display, 
but not get it to print. This is because different makes of printers support 
different character sets. Some character sets are more limited than others. Be 
sure to send only valid characters to your printer. 


In the case ofa letter-quality printer, the daisy wheel is limited in size and can 
usually only accommodate about 100 upper- and lowercase characters. 
Because of this, it is likely that the daisy wheel does not include any special 


110 APPLE CARE MANUAL 


graphics characters. (However, special graphics daisy wheels are available 
which include such characters as part of their character sets. Consult the 
printer manufacturer or a printer retail outlet.) 


e If your letter-quality printer is having trouble with regular alphanumeric 
characters, the problem is entirely different. 

For example, if the “а”5 do not appear wherever they're supposed to, run 
the Sliding Alpha or Echo Character Test of the Printer Diagnostic to see if 
both the uppercase “А” and lowercase “а” are missing. If this is true, the 
physical character position on the daisy wheel or cup has broken offits stem. 
Daisy wheels and cups are fragile, and characters can break off. Remove the 
daisy wheel and examine it to confirm that it is indeed damaged. Buy a new 
daisy wheel to replace the broken one. It’s a good practice to keep at least one 
backup daisy wheel on hand. 


Problem: Certain Characters Do Not Print Completely 


A particular dot-matrix printer problem is that while all the characters print, 
they do not print completely. In this case, it would not be just one or two 
individual characters that have this problem, but the entire character set. Only 
part of the “а”, “r”, or “m”, might be displayed, and the same segment of the 
character is missing in each of the characters, for example, upper left, or lower 


right. 
Solutions: 


* First check the ribbon. It might be folded down or spent. Replace the ribbon 
and run the Sliding Alpha or Display Character Print Test to obtain sample 
output. 


е If the ribbon is in good condition, then there is a problem in the print head. 
One of the solenoids that actuates the dot matrix pins in the head has 
probably malfunctioned or worn out. Take the printer in for servicing, and 
ask to have the faulty solenoid repaired or replaced. 


Problem: Installing a New Printer 


The majority of printer problems occur during initial printer installation. This 
is because there are several variables that must be taken into account when 
installing a new printer. 

For instance, you might have been printing to a dot-matrix printer with no 
problems. The day may come when you decide to obtain a letter-quality printer. 
You disconnect the old printer and connect the new printer to the Apple, and 
think you're finished. But upon running an application and attempting to print 
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the results, you discover that either the printer does not print at all, or that there 
are incorrect results. 

The reason this happens is that as far as the Apple II system is concerned, the 
new printer is a completely foreign device. It is not addressable, therefore, the 
computer and new printer do not know how to effectively communicate with one 
another. 

Particular rules, or protocols must be followed in order for the various system 
components to communicate with one another and send data back and forth. 
The protocols that the original printer understood may be quite different from 
the protocols that the new printer requires. 

Many software applications include a program called a device driver that is 
established for a particular printer. A device driver is a program that recognizes a 
peripheral device such as a letter-quality printer. Many applications, especially 
word processors, need to know the printer model so that special functions such as 
underlining and boldface can be handled correctly. The device driver lets you 
specify which printer is being used, and thus can let the program communicate 
correctly with the printer. Refer to the user manual ofthe application software for 
more information on configuring the device driver. 

When you connect your printer to your Apple II, ensure that any software 
program that uses the printer is set up to the proper interface. This information 
should be provided by the user documentation: the computer system, the printer, 
and the software documentation are all vital for specific configuration. 

You may encounter other problems when setting up a new printer. Again, read 
the printer documentation thoroughly before installing. The software user guides 
can also be a good resource. Consult the printer manufacturer for further infor- 
mation. 


Problem: Printer Needs to Be Serviced 


If the solutions described above fail to solve your printer problem, write down 
every symptom of the problem. Also indicate what you have already checked and 
the results. Then call your Apple II service center and talk to a technician. 
Describe the type of printer and computer you have, and the problem it is 
experiencing. Explain what you have already tried to do to find and fix the 
problem, and indicate the results, based on your notes. Find out if there are any 
solutions they can suggest over the phone. 

If the technician cannot suggest any further solutions over the phone, ask 
whether you should bring in just the printer, or include other parts of the com- 
puter system as well. 

Find out if the technician has any ideas yet on what the problem might be, and 
how long and how much it might cost to fix. Be sure to get a copy of the work 
order. 
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Before you pay for and accept your printer, have the repair technician demon- 
strate that the problem has actually been fixed. Then pack the printer up and take 
it home. Connect everything together, and refer to Chapter 9, “Тһе Exerciser,” 
for instructions on burning in the system after repair. The Exerciser includes 
several tests for the printer which can be run continuously. 


RUNNING THE PRINTER DIAGNOSTIC MODULE 


Torun the Printer Diagnostic module, first turn the printer on, then follow the 
instructions provided in “Running the Diagnostic Program” in Chapter 2 to load 
and run the program. Press P to initiate the Printer Diagnostic module. The 
screen will clear and the Printer Setup routine will be displayed. 


Printer Setup 


There are two basic types of printers between which the Printer Diagnostic 
module must distinguish. Because of this, the Printer Setup routine is run before 
the Printer Diagnostic menu is even displayed. Two prompts are given (Fig. 6-6). 

The first prompt asks whether the printer can print up to 80 or 132 characters 
in one line. The default value is 80 characters. The second prompt asks for the slot 


PRINTER SETUP 


ENTER PRINTER CARRIAGE LENGTH: 
88 OR 132-88 


ENTER THE PRINTER CONTROLLER 
SLOT NUMBER (0-7)- 


Fig. 6-6 Printer setup routine. 
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number in which the printer controller board resides. This information allows the 
program to properly address the board while running the printer tests. Enter the 
slot number at the prompt, and press RETURN. If you don’t know the slot number, 
open the system unit, and locate the printer controller board. The slot number is 
labeled on the motherboard in front of the slot itself. 

After answering these prompts and pressing RETURN, the module is set up for 
your printer, and the Printer Diagnostic Menu is displayed as shown in Fig. 6-7. 
To activate one of the printer tests, press the corresponding number, | through 5. 


Sliding Alpha Test 


The Sliding Alpha Test is very similar to the sliding alpha routine used in the 
Scroll Test of the Monitor Diagnostic module. It serves two functions: to fully 
exercise the printer, and to get a sample of the full alphanumeric display character 
set available on the printer. 

When you press 1, you are prompted to enter the number of lines you wish to 
run. If you enter a number less than 35, the program defaults to running 35 
scrolling lines. The printer begins printing a sliding alpha pattern. It types a line 
full of as many different characters of the character set as will fit on a line. It then 


PRINTER DIAGNOSTIC 


.SLIDING ALPHA TEST 
.CHARACTER SET PRINT TEST 


.ECHO CHARACTER PRINT TEST 
.HORIZONTAL TAB TEST 
.LINE FEED TEST 


PRESS ESC TO END TEST 


Fig. 6-7. The printer diagnostic menu. 
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feeds up another line, slides one character to the left, and prints the line of 
characters. The program continues to do this for the specified number of lines 
(Fig. 6-8). 


Character Set Print Test 


The Character Set Print Test displays all characters available within the 
printer’s character set, and checks whether all the characters are printing satisfac- 
torily. To run the Character Set Print Test, press 2. All characters in the character 
set will be printed (Fig. 6-9). 

After printing the character set, the Printer Diagnostic Menu is displayed once 
again. 


Echo Character Print Test 


The Echo Character Print Test prints, or echos, an entered character across all 
80 or 132 columns of the printer. This test ensures that a certain character is 
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Fig. 6-8. Sliding alpha test results, 
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Fig. 6-9. Character set print test results. 


printing, and if it is, it lets you check its appearance, making sure it’s a complete 
character, and that it’s not broken or faded. This test also lets you check whether 
all columns along the printer carriage are accepting characters. 

Press3to run the Echo Character Print Test. You will be prompted to enter the 
character to be echoed. Function keys and cursor keys are disabled for this test. 
Only valid character keys can be echoed. The printer prints this character at all 
positions along the carriage, columns | through 80 (Fig. 6-10). When it's finished, 
press any other character to have that character echoed. 

After you press the ESC key, the Printer Diagnostic Menu will be displayed once 
again. 


Horizontal Tab Test 


The Horizontal Tab Test checks all combinations of tabbing across the printer 
carriage. 

Press 4 to run the Horizontal Tab Test. The printer prints an asterisk at column 
1, feeds a line, tabs to column 2, prints an asterisk, feeds a line, tabs to column 3, 
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ECHO CHARACTER PRINT TEST 
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Fig. 6-10. Echo character print test results. 


prints an asterisk, and so on all the way through to column 80. In this way, every 
horizontal tab position is checked. The printed result is a diagonal line of asterisks 
running from the upper left corner to the bottom right corner of the paper (Fig. 
6-11). 

If you do not obtain such results, there is a problem with the printer mecha- 
nism, or the printer might need a switch setting changed. Refer to “Trouble- 
shooting and Repair Guidelines” earlier in this chapter for further information. 


Line Feed Test 


Line feed problems are manifested by text printing on top of previous lines 
because the printer failed to feed a line at the proper time. The printer might jam 
whenever it is supposed to feed a number of lines, or go to the next page with a 
top-of-form command. 

The Line Feed Test checks the printer’s vertical line spacing, and is selected by 
pressing 5 from the Printer Diagnostic Menu. Like the Horizontal Tab Test, this 
test needs no additional parameters entered, and runs as soon as it is selected. The 
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Fig. 6-11. Horizontal tab test results. 


printer types the first line. Then it gives two line feeds, types the second line, gives 
three line feeds, types a third line, gives four line feeds, types a fourth line, gives 
five line feeds, then types a fifth line. Finally a form feed command is issued, and 
the printer rolls up to the next page and prints a line (Fig. 6-12). 

Line spacing and form feeding are often controlled by switch settings. If the 
results are unsatisfactory, refer to Troubleshooting and Repair Guidelines” in 
the previous section for more information. 


HOW THE PRINTER MODULE WORKS 


Selecting P from the System Diagnostic Main Menu causes the program to 
branch to line 1250, which is the beginning of the printer setup routine to prepare 
for the Printer Diagnostic module (Fig. 6-13). The Printer Diagnostic module 
consists of five tests for printer problems. 

Line 1130 begins the Printer Diagnostic module with a REMARK statement. 


1130 REM PRINTER DIAGNOSTIC MODULE 
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LINE FEED TEST 
THIS IS THE FIRST 


THERE HAVE BEEN 2 LINE FEEDS 


THERE HAVE BEEN 3 LINE FEEDS 


THERE HAVE BEEN 4 LINE FEEDS 


THERE HAVE BEEN 5 LINE FEEDS 


THIS I3 A NEW PAGE...... 
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Fig. 6-12. Line feed test results. 
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REM PRINTER DIAGNOSTIC MODULE 

HOME : PRINT TAB( 11)"PRINTER DIAGNOSTIC": 
PRINT : PRINT TAB( 3)"1...SLIDING ALPHA TEST" 
PRINT ТАВ( 3)"2...CHARACTER SET PRINT TEST": 
PRINT TAB( 3)"3...ECHO CHARACTER PRINT TEST" 
PRINT ТАВ( 3)"4...HORIZONTAL TAB TEST": 

PRINT ТАВ( 3)"S...LINE FEED TEST": PRINT 
PRINT TAB( 10)"PRESS ESC TO END TEST" 

GOSUB 8000: IF ASC (A$) = 27 THEN 50 


IF AS = "1" THEN GOTO 1280 
IF AS = "2" THEN GOTO 1430 

IF AS = "3" THEN GOTO 1520 
IF AS = "4" THEN GOTO 1610 
IF AS = "5" THEN GOTO 1680 


PRINT CHRS (7): GOTO 1180 

HOME : PRINT ТАВ( 13)"PRINTER SETUP" 

PRINT : PRINT "ENTER PRINTER CARRIAGE LENGTH:": 
INPUT "80 OR 132-";W 

IF W< > 132 THEN W= 80 

PRINT "ENTER THE PRINTER CONTROLLER": 

INPUT "SLOT NUMBER (0-7)-";SL 

GOTO 1140 

REM SLIDING ALPHA TEST 

HOME : PRINT ТАВ( 11)"SLIDING ALPHA TEST": PRINT 
INPUT "ENTER THE NUMBER OF REPETITIONS-"; 

IF X < 35 THEN X = 35 


PR# SL 

PRINT "SLIDING ALPHA TEST" 

М = 31 

FOR I = 1 TO X 

L$ = "":N = М + 1: IF N > 111 THEN N = 32 


FOR A = 1 TOW 

L$ = L$ + CHRS (N):N=N + 1 

IF N > 111 THEN N = 32 

NEXT A 

PRINT L$: NEXT I 

IF EX = 1 THEN PR# 0: GOTO 1440 
PR# 0: GOTO 1130 

REM CHARACTER SET PRINT TEST 
HOME : PRINT ТАВ( 6) "CHARACTER SET PRINT TEST": 
LS = пи 

PR# SL: КЕМ ACTIVATE PRINTER 
PRINT "CHARACTER SET PRINT TEST" 
FOR I - 32 TO 128 


IF М = W THEN PRINT 15:15 = "":N = 1 
L$ = 15 + CHRS (I) +" ":N = N * 2 
NEXT I 


Fig. 6-13. Printer diagnostic module listing. 
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1490 IF LEN (L$) > 0 THEN PRINT LS 

1500 IF EX = 1 THEN PR# 0: GOTO 1555 

1515 PR# 0: GOTO 1130 

1520 REM ECHO CHARACTER PRINT TEST 

1530 HOME : PRINT ТАВ( 8)"ECHO CHARACTER PRINT TEST" 

1540 PRINT : PRINT ТАВ( 8)"ENTER CHARACTER TO ECHO": 
PRINT : PRINT ТАВ( 8)"PRESS ESC TO END TEST" 

1550 GOSUB 8000: IF А5С (А5) - 27 THEN СОТО 1130 

1555 L$ = "" 

1560 FOR I = 1 TOW 

1570 L$ - L$ * A$: NEXT I 

1575 PR# SL: PRINT "ECHO CHARACTER PRINT TEST" 

1580 PRINT LS: PR# 0 

1590 IF EX = 1 THEN GOTO 1620 

1600 СОТО 1530 

1610 REM HORIZONTAL TAB TEST 

1620 HOME : PRINT ТАВ( 10)"HORIZONTAL TAB TEST" 

1625 PR# SL 

1627 PRINT "HORIZONTAL TAB TEST" 

1630 FOR I = 1 TOW 

1640 PRINT ТАВ( I)"*": NEXT I 

1650 PR# 0 

1660 IF EX = 1 THEN GOTO 1690 

1670 GOTO 1130 

1680 REM LINE FEED TEST 

1690 HOME : PRINT ТАВ( 13)"LINE FEED TEST" 

1695 PR# SL: PRINT "LINE FEED TEST" 

1700 PRINT "THIS IS THE FIRST LINE........... "D 

1710 FOR I = 2 TO 5 

1720 РОВА = 1 TOI 

1730 PRINT СНК (10);: NEXT A 

1740 N$ = STRS (I) 

1750 PRINT "THERE HAVE BEEN ";N$;" LINE FEEDS";: 


NEXT I 
1760 PRINT CHRS (12);: PRINT "THIS IS А NEW PAGE.... 
n 
1770 PR# О 


1780 IF EX - 1 THEN RETURN 
1790 СОТО 1130 


Fig. 6-13. (continued) 


Line 1140 uses the HOME statement to clear the screen and position the 
cursor. Then, together with lines 1150 and 1160, the Printer Diagnostic Menu is 
displayed on the screen. 
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1140 HOME : PRINT TAB( 11)"PRINTER DIAGNOSTIC": 
PRINT : PRINT TAB( 3)''1...SLIDING ALPHA TEST" 
1150 PRINT TAB( 3)"2... CHARACTER SET PRINT TEST”: 
PRINT TAB( 3)“*3...ЕСНО CHARACTER PRINT TEST” 
1160 PRINT TAB( 3)"4... HORIZONTAL TAB TEST”: 
PRINT TAB( 3)"5...LINE FEED TEST": PRINT 


Line 1170 displays the user prompt to press ESC when ready to end the test. 
1170 PRINT TAB( 10)" PRESS ESC TO END TEST" 


Line 1180 branches to the Get-a-key subroutine at line 8000 to wait for you to 
make a choice from the Printer Diagnostic menu. If you press the ESC key, a value 
of 27 is placed into variable A$, indicating that you wish to end the Printer 
Diagnostic. When this happens, the program branches to line 50, where the 
System Diagnostic Main Menu will be displayed. 


1180 GOSUB 8000: IF ASC (A$) = 27 THEN 50 


Lines 1190 through 1240 check for other entries you might have made. Valid 
entries are 1 through 5, corresponding to the printer tests from which to choose. 


1190 IF A$ = "1" THEN GOTO 1280 
1200 IF A$ = “2“ THEN GOTO 1430 
1210 IF A$ = “3“ THEN GOTO 1520 
1230 IF A$ = “4“ THEN GOTO 1610 
1240 IF A$ = "5" THEN GOTO 1680 


If the entry is not the ESC key, and is not 1 through 5, then you have made ап 
invalid selection. In this case, the program falls through to line 1245. Printing 
CHR$(7) causes а beep to sound to indicate the error. The program then branches 
to line 1180 to let you try again. 


1245 PRINT CHR$ (7): GOTO 1180 
When you select P from the System Diagnostic Main Menu, the program 
branches to line 1250, where the Printer Setup routine is located. You must set up 


the printer parameters before the Printer Diagnostic Menu is even displayed. 


1260 HOME : PRINT TAB( 13)“PRINTER SETUP" 
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Line 1260 prompts you to input the length of the printer carriage, either 80 or 
132 columns. The answer is stored in variable W. 


1260 PRINT : PRINT "ENTER PRINTER CARRIAGE LENGTH:"' 
INPUT “80 OR 132-5 W 


Line 1265 checks whether or not W is greater than or less than 132. If your 
entry isany value but 132, W isautomatically set to 80. This simply means that an 
80-column printer is the program default. 


1265 IF W < > 132 THEN W = 80 
Line 1270 prompts you to enter the number of the slot in which the printer 
controller board resides. This way the program knows where to find and address 


the printer during the program. Your input is stored in variable SL. 


1270 PRINT : INPUT "ENTER THE PRINTER CONTROLLER": 
INPUT "SLOT NUMBER (0-7)-^SL 


Line 1275 sends the program back to line 1140, which displays the Printer 
Diagnostic Menu to let you begin actual testing. 


1275 GOTO 1140 

Line 1280 is the beginning of the Sliding Alpha Test, as indicated with the 
REMARK statement. The Sliding Alpha Test prints a sliding alpha line down а 
page for at least 35 repetitions. This lets you get a good-sized sample printout to 
check print quality and printer operation. 


1280 REM SLIDING ALPHA TEST 


Line 1290 uses the HOME instruction to clear the screen and position the 
cursor. The test title will then be displayed on the screen. 


1290 HOME : PRINT TAB( 11)"SLIDING ALPHA TEST": PRINT 


Line 1300 prompts you to enter the number of repetitions for the sliding alpha 
line. The response is stored in variable X. 


1300 INPUT "ENTER THE NUMBER OF КЕРЕТІТІ0М5-”Х 
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Line 1310 checks if X is less than 35. If it is, X is automatically set equal to 35. 
1310 IF X < 35 THEN X = 35 

Line 1320 switches output from the screen to the printer. It does this with the 
PR* instruction, using variable SL to indicate where the printer controller re- 
sides. Subsequent output is directed to the printer. Incidentally, output still is 
displayed on the screen as well. 
1320 PR# SL 

Line 1325 prints the test title on the printer. 


1325 PRINT “SLIDING ALPHA TEST” 


Line 1330 sets variable М equal to 31. This is done so that when 1 is added to М 
in line 1350, the result is CHR$(32), which is the first display character, a blank. 


1330 N — 31 


Line 1340 begins a FOR-NEXT loop, using the number of repetitions speci- 
fied in line 1300 as its upper limit. 


1340 FOR | — 1 TO X 


Line 1350 begins building the line for the sliding alpha. Variable L$ is set equal 
to null. Then М is set equal to N plus 1 for the I loop. The final instruction on this 
line indicates that if N is greater than 111, N isto be reset for the I loop to 32. The 
value of 111 is 31 (the value of N at line 1330) plus 80 (the minimum number of 
printer columns). 


1350 L$ = “":N = N + 1: IF N > 111 THEN N = 32 


Line 1360 begins a second FOR-NEXT loop, cycling A for the length of the 
carriage as indicated in variable W. This builds the character string in a single line 
across the printer column width. 


1360 FOR A = 1 TO W 
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Line 1370 sets variable L$, the sliding alpha string, equal to L$ plus CHR$(N). 
This builds the string with incrementing characters. N is set equal to N + | to 
increment the character for the A loop. 


1370 L$ = L$ + CHR$ (N.N =N +1 


Line 1380 checks whether М is greater than 111. Ifit is, М 15 reset to 32 forthe А 
loop. - 


1380 IF N > 111 THEN N = 32 


Line 1390 is the NEXT statement for the A loop. This loop continues until a 
full line is built for the length of the printer carriage. 


1390 NEXT A 


When the full line is built in L$, line 1400 prints it. Once this is done, the 
NEXT statement increments the I loop to start the next line. 


1400 PRINT L$: NEXT I 


Line 1410 is the Exerciser flag. If EX is equal to 1, then the Exerciser has 
control of the program. If this is the case, РЕ 0 switches output control from the 
printer back to the screen. Then the program branches to line 1440 for the next 
printer Exerciser test. 


1410 IF EX = 1 THEN PR# 0: GOTO 1440 


If EX is not equal to 1, the program proceeds to line 1420. This line also uses 
the PR# 0 instruction to reset output control from the printer back to the screen. 
The program then branches to line 1130 to display the Printer Diagnostic Menu, 
now that the Sliding Alpha Test is complete. 


1420 PR# 0: GOTO 1130 


Line 1430 begins the Character Set Print Test, as indicated by the REMARK 
statement. The Character Set Print Test prints all available characters existing in 
the printer's character set. This allows you to check whether all available charac- 
ters are printing properly. 


1430 REM CHARACTER SET PRINT TEST 
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Line 1440 clears the screen, positions the cursor, and displays the test title on 
the screen. It also sets variable L$, the sliding alpha line built in the Sliding Alpha 
Test, equal to null. 


1440 HOME : PRINT TAB( 6)"CHARACTER SET PRINT TEST": 
L$ zo" 


Line 1445 switches output control from the screen to the printer. 
1445 PR# SL: REM ACTIVATE PRINTER 

Line 1447 prints the test title on the printer. 
1447 PRINT "CHARACTER SET PRINT TEST" 


Line 1450 begins the FOR-NEXT loop which builds a string of the printer's 
character set. 


1450 FOR | — 32 TO 128 


Line 1460 prints the character set line as soon as N is equal to the carriage length. 
Then the line is reset to null, and N is set back to 1 to begin the next line. 


1460 IF М = W THEN PRINT L$:L$ = "№ = 1 

If N is not equal to W, the program proceeds to line 1470. These statements 
build the line with succeeding characters in the printer’s character set, each one 
separated with a blank. Variable N is then set equal to N + 2. 
1470 L$ = L$ + CHR$ (1) + "М = М + 2 

Line 1480 is the NEXT instruction which increments the I loop. 
1480 NEXT | 

Line 1490 checks whether the length of L$ is greater than 0, now that the 
FOR-NEXT loop is completed. If it is, the line is printed. This is done because 
even though the loop is completed, it’s possible that a partial line might be built in 
L$, and it needs to be flushed out before proceeding further. 


1490 IF LEN (L$) > 0 THEN PRINT L$ 
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Line 1500 checks the Exerciser flag. If it is equal to 1, the PR# 0 instruction 
returns output control to the screen. Then the program branches to line 1555 for 
the next printer Exerciser test. 


1500 IF EX = 1 THEN PR# 0: GOTO 1555 


If the Exerciser is not in effect, the program proceeds to line 1515. PR#0 resets 
output control from the printer to the display. Then the program branches back 
to display the Printer Diagnostic Menu. 


1515 PR 0: GOTO 1130 


Line 1520 is the REMARK statement beginning the Echo Character Print 
Test. This test takes a character input from the user and prints it across one row on 
the printer. 


1520 REM ECHO CHARACTER PRINT TEST 


Line 1530 clears the screen, positions the cursor, and displays the test title on 
the screen. 


1530 HOME : PRINT TAB( 8)"ECHO CHARACTER PRINT TEST" 


Line 1540 displays the user prompts for the test, telling you to press any 
character for the Echo Character Print Test, and to press ESC to end the test. 


1540 PRINT : PRINT TAB( 8)"ENTER CHARACTER TO ECHO": 
PRINT : PRINT TAB( 8)"PRESS ESC TO END TEST" 


Line 1550 branches the program to the Get-a-key subroutine at line 8000. If 
you press ESC, a value of 27 is placed in variable A$. In this case, the program 
branches back to line 1130 to end the Echo Character Print Test and display the 
Printer Diagnostic Menu. 


1550 GOSUB 8000: IF ASC (A$) — 27 THEN GOTO 1130 


Line 1555 then sets L$, the line string, to a null again. Because L$ is used 
several times throughout this diagnostic to build a line to be printed, it needs to be 
cleared before being used again. 


1555 L$ = “" 
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Line 1560 begins a FOR-NEXT loop which will serve to build the line con- 
taining the entered character to be echoed. 


1560 FOR | = 1 TOW 


Line 1570 sets L$ equal to L$ plus A$, which is the character you have entered. 
The NEXT statement loopsit back through again to add another value of A$ onto 
L$. This loops either 80 or 132 times to fill up all the printer columns in one line. 
1570 L$ = L$ + A$: NEXT I 


Line 1575 activates the printer with the PR# SL command, then outputs the 
test title to the printer. 


1575 PR# SL: PRINT "ECHO CHARACTER PRINT TEST” 


Line 1580 prints the line that was built in L$. Once this is done, output control 
is switched from the printer back to the screen with PR# 0. 


1580 PRINT L$: PR# 0 


Line 1590 checks the Exerciser flag. If it is equal to 1, the program branches to 
line 1620 to continue with the next printer Exerciser test. 


1590 IF EX = 1 THEN GOTO 1620 

If the EX flag is not equal to 1, line 1600 branches the program back to line 
1530 to wait for you to press another character to be echoed, or ESC to end the 
Echo Character Print Test. 
1600 GOTO 1530 


Line 1610 begins the Horizontal Tab Test with a REMARK statement. The 
Horizontal Tab Test checks every tab location across the printer carriage width. 


1610 REM HORIZONTAL TAB TEST 


Line 1620 clears the screen and positions the cursor with the HOME instruc- 
tion, then prints the test title. 


1620 HOME : PRINT TAB( 10)"HORIZONTAL TAB TEST" 
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Line 1625 redirects output to the printer with the PR# instruction. 
1625 PR# SL 

Line 1627 outputs the test title to the printer as a heading. 
1627 PRINT “HORIZONTAL TAB TEST" 


Line 1630 begins the FOR-NEXT loop that will tab and print a character at 
every column across the carriage width. 


1630 FOR | = 1 TO W 


Line 1640 uses the value of I as the increment to tab, then prints an asterisk at 
that location. Variable I, as determined in the FOR-NEXT loop, will be a value 
from 1 to 80 or 1 to 132, depending on the value of W. After the asterisk is printed 
at the appropriate tab location, there is a line feed and then the NEXT instruction 
increments the loop. This creates a diagonal of asterisks from the top left to the 
bottom right of the paper, each line stepping the asterisk one column further to 
the right until it reaches its upper limit of the carriage length. 


1640 PRINT TAB( I)"*": NEXT І 
Line 1650 resets the output from the printer back to the screen. 
1650 PR# 0 


Line 1660 checks whether or not the Exerciser has control of the program. If'it 
does, the program branches to line 1690 for the next printer Exerciser test. 


1660 IF EX — 1 THEN GOTO 1690 


If the Exerciser is not on, the program proceeds to line 1670, which ends the 
Horizontal Tab Test and branches back to display the Printer Diagnostic Menu. 


1670 GOTO 1130 
Line 1680 begins the Line Feed Test with the REMARK statement. The Line 
Feed Test feeds a varying number oflinesto check whether the feed mechanism is 


working properly. 


1680 REM LINE FEED TEST 
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Line 1690 prints the test title on the screen. 
1690 HOME : PRINT TAB( 13)"LINE FEED TEST" 

Line 1695 activates the printer, and outputs the test title to the printer. 
1695 PR# SL: PRINT "LINE FEED TEST" 

Line 1700 prints the first line of the test. 
1700 PRINT "THIS IS THE FIRST LINE.................... » 


Line 1710 begins the FOR-NEXT loop which will increment the next four line 
feeds and print the accompanying lines. 


1710 FOR | = 2 TO 5 


Line 1720 begins a second, nested FOR-NEXT loop. This loop controls the 
number of line feeds in each loop, based on the value in I in the I loop. 


1720 РОКА = 1701 

Line 1730 prints CHR$(10), which is a line feed. Then the NEXT statement 
increments the A loop, to feed the number of lines according to the value in A, 
either 2, 3, 4, or 5. 
1730 PRINT CHR$ (10): NEXT А 

Line 1740 sets N$ equal to the string value of I. 
1740 N$ = STR$ (1) 


Line 1750 takes the value of N$ and prints the message of the number of line 
feeds to the printer. The I loop is incremented with the NEXT I statement. 


1750 PRINT "THERE HAVE BEEN 'N$;" LINE FEEDS": 
NEXT I 


Line 1760 prints CHR$(12), which causes a form feed. Then it prints the 
message indicating this has been done. 


1760 PRINT CHR$ (12); PRINT "THIS IS A NEW РАСЕ.................. " 
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Line 1770 switches output control from the printer back to the screen. 


1770 PR# 0 


Line 1780 checks the Exerciser flag. If the Exerciser is in control, the program 
returns to the Exerciser module, having completed the printer Exerciser tests. 


1780 IF EX = 1 THEN RETURN 


If the Exerciser is not in control, the program proceeds to line 1790, which 
branches the program back to line 1130 to display the Printer Diagnostic Menu. 


1790 GOTO 1130 


7 
The Disk Drive 


The previous chapters have primarily covered computer input and output; the 
keyboard being the major input device, and the monitor and printer being output 
devices. However, when you wish to do anything sophisticated with the com- 
puter, the facilities of one more function are needed: mass storage, as provided by 
the disk drive. 

The Apple II Plus CPU can store 48 kilobytes of information at one time. The 
Пе can store 64k, and the IIc provides the most memory, with 128k. This capacity 
is not adequate to hold software programs and all your data. Two or three 
application programs could easily fill this capacity, leaving no room for addi- 
tional software or data with which to use the programs. 

In addition, most microcomputers, the Apple II systems included, have a 
volatile memory. This means that in order for the random-access memory 
(RAM) chips to retain their data, power must be continuously supplied to their 
circuitry. Once the computer is turned off, everything that was stored in that 48, 
64, or 128kB is now erased. 

To provide an unlimited storage capacity, and to prevent the loss of valuable 
programs and data, the floppy diskette drive is used. The disk drive provides the 
additional storage necessary to supplement system memory. When you com- 
mand the computer to save a file, the program currently in system memory is 
written onto the diskette. The file is written in digital form, as a series of ON and 
OFF bits, or 1s and Os. 
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Likewise, when you command the computer to retrieve a saved file, the system 
recalls the information stored on the diskette. It places it into system memory just 
as it was when last saved. The disk drive also allows you to buy prerecorded 
programs and load them into your system. 

Saving and retrieving files points out the two storage functions the diskette 
drive provides: recording, or writing, information from the computer onto the 
diskette; and playing back, or reading, information from the diskette into com- 
puter memory. 


DESCRIPTION AND FUNCTION 
OF THE DISK DRIVE 


A disk drive provides a means for high-speed storage and retrieval for programs 
and data, and as such, it is one of the most useful peripheral devices for the Apple 
II (Fig. 7-1). Spreadsheet software, database programs, and word processing 
applications can be quickly stored and accessed using a disk drive. The disk drive 
can also store the data on which these programs operate: the numbers and table 
data in a spreadsheet, the field and record data in a database, and the words in a 
word processing file. 

The terms disk, diskette, disk drive, and drive are used in this chapter. Disk is 
the general term for the floppy disk media on which the data is written. Diskette 
also refers to the floppy diskette media. Disk drive and drive are both generic 
terms for the floppy disk drive. 


Fig. 7-1. The disk drive. 


The Disk Drive 133 


Types of Disk Drives 


The Apple II disk drive can store 143 kilobytes of data on a diskette. It is an 
external disk drive, meaning it resides in its own housing external to the system 
unit, and has its own power supply. 

In addition to the external drive, the Apple IIc also provides an internal disk 
drive, with the diskette door on the right side of the system unit. 

The first computers with disk drives were the mainframe computers used in 
large corporations. The storage media used were !4-inch metal platters (Fig. 7-2). 
These rigid platters, or disks, were stacked like phonograph records in the main- 
frame’s disk drive. 

When the personal computer was invented in the ‘70s, a new kind of storage 
disk was introduced: the eight-inch floppy diskette. They were called floppy, 
because unlike their metal predecessors, the recording media consisted of a 
smaller platter made of thin, flexible plastic, which was encased in a protective 
plastic covering. The technology brought about by the microcomputer revolu- 
tion had miniaturized everything about the computer, including the disk drive. 

The microcomputer’s components continued to shrink in various ways. 
Among these components were the disk drive and diskette. Soon the 5 %-inch 
mini-floppy diskette with its 5 Va-inch disk drive became the standard. There are 
even micro-floppies, at 31^ inches (Fig. 7-3). These diskettes are smaller and 
easier to use than the 8-inch versions. The Apple II systems use 5 V4-inch floppy 
diskettes. 


The Disk Drive System 


The disk drive system consists of three basic components: 


е floppy diskette 
ә disk drive controller 
e disk drive mechanism 


disk platters disk pack 


Fig. 7-2. 14-inch mass storage platters. 
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8-Inch Floppy 5%-Inch 3%-Inch 
Floppy Floppy 


Fig. 7-3. Floppy diskettes. 


Floppy Diskette. The floppy diskette is a magnetic recording medium coated 
with iron oxide, similar to the material used on cassette tapes. The iron oxide 
covers the surface of the diskette like a film, or emulsion, and is used because it 
holds a magnetic charge. 

The magnetic media used by the Apple II systems is the 5 4-іпсһ single-sided, 
double-density floppy diskette. The Apple II system can write 143 kilobytes of 
data to this diskette. 

Disk Drive Controller. The disk drive connects to the computer system unit 
and is operated by means ofthe disk interface controller (Fig. 7-4). The disk drive 
and controller are optional on the II Plus and Пе. The disk drive is external, and 
conventionally its controller board is installed in expansion slot #6 on the moth- 
erboard. 

An internal disk drive and controller are standard on the Apple IIc. The disk 
drive is built into the IIc system unit, and the disk drive controller consists of a 
single chip on the motherboard (Fig. 7-5). A connector for a second external drive 
is found at the rear of the IIc system unit. 

Each disk drive controller has connectors for two disk drives. This means that 
for every disk drive controller the system contains, it can control two drives, 
designated as D1 and D2. An Apple II system can support a maximum of three 
disk drive controllers for a total of six disk drives (Fig. 7-6). 

The disk drive controller instructs the disk drive when and how to read and 
write information, as directed by the CPU and software commands. 

Disk Drive Mechanism. The disk drive itself consists of a motor, drive head, 
and access arm (Fig. 7-7). When you insert a diskette into the disk drive and close 
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Fig. 7-4. Disk drive controller board. 


the drive latch, a switch inside the drive tells the system that a diskette has been 
inserted. The drive motor then spins the diskette at a constant speed of 300-400 
revolutions per minute (rpm). 

The small hole located near the center of the diskette is used by the disk drive 
circuitry for timing and synchronization. This hole senses when the diskette is 
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Fig. 7-6. Maximum disk drive configuration. 


spinning at the correct rpm necessary for reading or writing data. As long as the 
disk drive motor is rotating the diskette at the correct speed, data can be written to 
and read from the surface of the diskette. 

The head-arm assembly locates, reads, and writes data to and from the disk 
according to the instructions coming from the disk drive controller. 

The head is a magnetic device on the end of a mechanical access arm (Fig. 7-8). 
When a save command is given, this head device magnetizes the diskette emul- 
sion, thereby writing new data onto the diskette. The head can also locate and 
sense a magnetic pattern already existing in the emulsion, thereby reading exist- 
ing data. 

The head itself never physically touches the surface of the diskette as it reads or 
writes. Instead, it is positioned a few microns above it on a cushion of air. 
Software and hardware logic position the head at the proper location for reading 
ог writing. 
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invisible tracks of data 
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access arm 


disk drive motor — ^^. 
Fig. 7-7. Disk drive mechanism. 


How a Disk Drive System Functions 


The components described above: the floppy diskette, the disk drive controller 
board, and the disk drive mechanism itself, all work together to perform the 
functions of the disk drive system. These functions consist of 


* locating and grouping data on the diskette 
* writing data from system memory to the diskette 
* reading data from the diskette to system memory 


Locating and Grouping Data. When data is being written, the timing and 
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synchronization hole on the diskette is used as a location reference point. This 
hole marks the starting point for information to be written onto the diskette. 

The disk drive controller knows the locations and contents of each group of 
data stored on the diskette. When the controller receives a read or write command 
from the CPU, it locates the required data, and directs the head to the proper place 
for reading. 

The diskette, like a phonograph record or a compact laser disk, stores specific 
information in specific areas. For example, just as the phonograph record stores 
different songs on different tracks, a diskette stores information on various tracks 
and sectors. The diskette is divided into a series of concentric circles, with each 
circle being one track. There are 35 tracks on the Apple II 143-kilobyte disk drive 
(Fig. 7-9). When the diskette is formatted, each track is divided into sectors (Fig. 
7-10), Each Apple II disk sector contains 256 bytes. In any read or write opera- 
tion, exactly one sector’s worth of information is located and transferred. The 
program may need to manipulate only 20 bytes of that sector, but the computer 
always transfers all the information in the entire sector. 

Writing Data. When the user gives a save command, data currently residing in 
a disk buffer in system memory is written onto the magnetic emulsion of the 
diskette. With the magnetic drive head positioned over the proper track and 
sector, the data is transferred, written, and stored as tiny magnetic fields on this 
surface (Fig. 7-11). A 1 data bit is magnetized in one direction on the diskette, 
while a 0 data bit is magnetized in another direction. A group of eight of these data 
bits constitutes one byte of data. Many bytes together constitute a record, or file. 

The floppy diskette has a method for protecting the programs and data stored 
there from being overwritten or erased. The diskette includes a small cutout on 
the side called a write-protect notch. As long as the write-protect notch is exposed, 


Track Fig. 7-9. Diskette tracks. 
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Sector Fig. 7-10. Diskette sectors. 


the disk drive head is able to write information onto the diskette as well as read 
from it (Fig. 7-12). New boxes of diskettes always include a package of small 
adhesive foil tapes. When one of these tapes is placed over a diskette’s write-pro- 
tect notch, the disk drive’s ability to write information onto the diskette is dis- 
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Fig. 7-11. Data written on the diskette. 
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abled. The tape blocks the write logic sensor in the disk drive, preventing data 
from being written onto the diskette. 

Reading Data. When the operating system, application program, or user gives 
a recall or read command for a specific record or file, the CPU sends these 
instructions to the disk drive controller. The controller locates the requested data 
and sends its instructions to the disk drive head-arm assembly. 

The head is positioned over the proper track and sector as directed by the drive 
controller. The tiny magnetic fields stored in the diskette emulsion at that loca- 
tion induce electrical impulses into the drive head, allowing the head to copy the 
data from the sector and transfer it to a disk buffer in system memory. At that 
point, the data can be used as directed by the program and the user. 


DISK DRIVE PREVENTIVE MAINTENANCE 


There are three major components involved in disk drive preventive mainte- 
nance: the disk drive, the disk drive controller board, and floppy diskettes, 


The Disk Drive 


The floppy disk drive requires perhaps a greater degree of preventive mainte- 
nance than the other subassemblies that make up the Apple II system. It is a very 
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Fig. 7-12. 5 1/4-inch diskette. 
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delicate mechanism, in which a single piece of dust in the wrong place can prove 
catastrophic to programs and data, causing the disk drive head to crash onto the 
surface of the floppy diskette. 

Make sure that the disk drive doors are closed when not in use, and cover the 
disk drive with its dust cover. Both of these measures prevent dirt and dust from 
collecting on the disk drive head mechanism. 

When you move your system, insert the cardboard diskette that comes with the 
drive, and close the door. This protects the head mechanism from being jolted, 
thereby preventing it from going out of alignment during transport. 

Purchase a disk drive head cleaning kit from a computer store, and clean the 
drive head at least once a month. Follow the instructions that come with the 
cleaning kit. Often these kits are supplied with a short program that positions the 
head over the cleaning diskette. The head is cleaned as the IPA impregnated 
cleaning diskette flashes off any material that might have accumulated on it. 


The Disk Drive Controller Board 


The disk drive controller is a separate board installed in one of the expansion 
slots on the motherboard. Whenever you open the system unit for any preventive 
maintenance, troubleshooting, or repair purposes, perform some preventive 
maintenance on this board as well. 

Pull the board off (refer to “Maintaining Your Apple II System” in Chapter 1 
for board handling and cleaning procedures) and clean any oxidation from the 
edge connector. Make certain the board is properly seated in its slot for an 
optimum connection. If there are one or two drives, make sure the controller is 
installed in the slot labeled as slot 6. 


The Floppy Diskettes 


The diskettes themselves also require special care and handling. Often what 
might appear to be a disk drive or controller problem is nothing more than a 
media problem that could have been prevented. When not in use, store each 
diskette in a diskette envelope, and place all your diskettes in a diskette box or 
case. This prevents dust and dirt from gathering on the diskette, and also protects 
the diskette from damage by heat or magnetic fields. 

Just like a phonograph record, heat can warp adiskette, and render it unusable. 
If you place a warped diskette is placed into the disk drive, it will damage the drive 
head assembly. Magnetic fields caused by power supplies, appliance motors, 
magnets, or transformers will erase or change the data stored on the diskette 
surface. 

As soon as you obtain (or write) a new program, immediately make a backup of 
it, and write-protect both copies. If one of the program diskettes wears out or 
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encounters a defect, the backup will keep you working. Write-protecting the 
program diskettes will prevent accidental erasure of the programs. 

Keep current backups of data diskettes as well. Get into the habit of making 
daily or weekly backups of files, depending on how much work you do in а given 
time period. If a particular data file gets to a point where is is finished, and will not 
be changed anymore, make a final backup and write-protect both diskettes. 
Having backups and write-protecting when possible protects the data from acci- 
dental loss from a power failure, system failure, or inadvertent overwrite. 


DISK DRIVE TROUBLESHOOTING 
AND REPAIR GUIDELINES 


Disk drive problems can be cause by the diskette, the disk drive controller 
board, the disk drive, or the motherboard. When you troubleshoot any disk drive 
problem, check for diskette problems first. If the diskette is good, then check the 
disk drive controller. If the controller is functioning normally, troubleshoot the 
disk drive itself. If the disk drive is operational, finally troubleshoot the mother- 
board. 

If your troubleshooting efforts point to a problem in the disk drive controller 
board, make sure it is seated properly in the correct expansion slot, and see that 
the contacts are clean. 

If you find a problem in the disk drive, take it in for servicing. The disk drive 
can require many precision adjustments that should be performed only by com- 
puter repair professionals. 

If a disk drive problem is caused by the motherboard, refer to Chapter 3 for 
system unit troubleshooting procedures. 


Problem: The Disk Drive Does Not Work 


If your disk drive cannot read from or write to a diskette, try the following 
solutions. 


Solutions: 


* Check how the diskette was inserted. If it's inserted upside-down, the drive 
cannot read from or write to it. The Apple II systems use horizontal disk 
drives, in which the diskette should be inserted face up, or diskette label up. 

* The disk drive hasan in-use indicator light next to the drive door. This light 
indicates that the drive is currently executing a read or write operation. If 
your system boots up displaying the cursor on the screen, and the fan is 
running but the disk drive in-use indicator light is not illuminated, then 
there's a good chance that no power is being supplied to the disk drive. 


The Disk Drive 143 


Another indicator is if no program loads from the diskette, and only the 
Applesoft BASIC prompt is displayed, this indicates that the drive has no 
power. 


è Check that power is being supplied to the drive. Its power comes from the 
system unit power supply. Check that the drive is properly connected to the 
system unit. 


* If the power checks out, but the drive indicator is not on, and the drive still 
cannot be accessed, there is a problem with the cable or controller. Take the 
drive in for servicing. 

е Ifthe operating system does not load, and you do not even see the Applesoft 
BASIC right bracket prompt, check that the disk drive interface cable is 
properly connected between the drive and the motherboard. 


* [f your Apple II configuration includes more than one disk drive, there 
might be an addressing problem from the software. Make sure that the disk is 
being properly addressed by the program in use. 

The disk address is based on the expansion slot in which the disk drive 
controller resides, such as slot #4. Because two disk drives can be connected 
to each controller, the address also must include the drive connector num- 
ber: D1 or D2. An example of a disk drive address would be “Slot 4 D1,” or 
“Slot 6 D2,” and so forth. 


Problem: Cannot Load a Program or Read a Data File 


If your attempts to boot up the system, load a program, or read a file only cause 
aread error message to be returned, then there is probably a problem with the disk 
drive's read circuitry. 


Solution: 


* If yoursystem includes a second disk drive, place the program diskette in the 
other drive, and read the program from there. If your system cannot read 
from the other drive, then you could have a bad program diskette. Load the 
backup diskette. 

If it does load, run the Disk Drive Diagnostic module on a blank, format- 
ted diskette. The diagnostic writes a specific pattern to the disk, reads it back, 
and compares the two to make certain they match. This checks the read/ 
write logic. Run the diagnostic on the drive that would not load the program. 

If the test runs successfully, and the test completion message is returned 
from the diagnostic, then nothing was wrong with your disk drive. It was 
probably a diskette problem. Try a different diskette in the drive, and it 
should work. 
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If the diagnostic test fails, or returns a lengthy series of read errors, then 
either the disk drive or the read circuit on the disk drive controller board is 
defective. 

ә Swap the disk drive on another system. If it does not work, then your drive is 
faulty and should be taken in for servicing. 


If the disk drive does work, swap your disk drive controller with another 
system. If it does not work, then a certain chip on the drive controller board 
is faulty and should be replaced. Refer to “Working with IC Chips” in 
Chapter 1 for further instructions on replacing chips. On the II Plus and Пе, 
use the chip extractor to carefully remove the MC3470 and CA3146 chips, 
which control the board’s read circuitry. On the IIc, remove the IWM chip 
from the motherboard. Take the chip(s) to an electronics supply store and 
obtain a replacement(s). Carefully install the new chip(s) in the socket. 


If both your disk drive and controller work on the other system, but they do 
not work on yours, then you have a faulty system unit. Refer to Chapter 3 for 
system unit troubleshooting procedures. 


Problem: Read Data Is Garbled 


In addition to wearing out, diskettes can be damaged and the data on them 
garbled if not handled properly. Since diskettes are magnetic media, magnetism 
can adversely affect the data on a diskette. If a diskette is placed next to an 
unshielded power supply, or near an appliance with a motor, the motor’s mag- 
netic field will confuse the data. 

Although the 5 '4-inch diskette is enclosed in plastic, there is a small window at 
the hub of the diskette where the diskette is exposed for the drive head access. If 
the diskette is handled roughly, or if this exposed area is contaminated, the 
emulsion could be altered, and data lost. 


Problem: Cannot Write to the Diskette 


A common disk drive problem is that the system cannot write data to the 
diskette. The first thing you should check is the diskette itself. 


Solutions: 


* If your system is not writing to a brand new diskette, first make sure that it is 
the correct type of diskette for the drive. Make sure you are using a single- 
sided, soft-sectored diskette in your drive. Check the disk drive documenta- 
tion for any additional diskette requirements. 


If the diskette is the correct type for the drive, the problem might be that the 
diskette is not initialized, or formatted. There are many diskette manufac- 
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turers, and the same type of diskettes can be used with a variety of com- 
puters. A diskette is made to work on your particular computer by inserting 
the diskette into the disk drive and running the operating system’s initializa- 
tion program, which for the Apple II is the INIT command. This must be 
done to all new diskettes in order for them to work with your computer. The 
initialization format program places operating system information and a 
disk directory program onto the new diskette. 

Initializing also tests the diskette for bad sectors. If any bad sectors are 
found, the INIT program blocks them out. The diskette can still be used, and 
valuable data is prevented from being written onto bad areas. 


If the system is able to read from a diskette, but cannot write to it, examine 
the diskette to see whether it is write-protected. 


If you’ve been using a particular diskette, and now find that the computer 
can no longer write to it, it may have worn out. Diskettes are fragile, and after 
a great deal of use they can actually wear out, much the same way that a 
phonograph record or cassette tape can wear out after long-term use. This is 
another reason why keeping a current backup copy of each diskette is so 
important. If a diskette wears out, you can simply use its backup. 

You can also try re-initializing the diskette. When a diskette is first initial- 
ized, any bad sectors are blocked out. Sometimes a bad sector can develop 
after initialization. In this case, the diskette can be salvaged with re-initiali- 
zation. Again, all bad sectors are blocked out, including the new ones, so the 
diskette is like new again. Remember, however, that when a diskette is 
reformatted, all data on it is erased. 


If you still cannot write to the diskette, try a different diskette, one that you 
have recently used and know is not defective. If the system has no problem 
with this diskette, the original diskette was defective. Use its backup. 


If you cannot write to the second diskette, then you probably have a problem 
with your drive. To check this, try the diskette on another system. If it does 
not write on the system, then you have a bad diskette. However, if it does 
write on the other system, then you have a problem with either your disk 
drive controller or the drive itself. 


Open the system unit and locate the disk drive controller board (this only 
applies to Apple II Plus and Пе systems). Pull the board out of the slot (see 
Chapter І for board handling and cleaning procedures) and clean oxidation 
from the edge connector. Carefully reseat the board in its slot. If there are 
only one or two drives, made sure the controller is installed in slot #6. 


If your drive still does not write, swap your disk drive controller on another 
Apple II system. If you use an Apple Пс, either swap the entire motherboard 
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or the drive controller chip. If the other disk drive works, your system has a 
faulty disk drive. 

If the other disk drive does not work with your controller, then a certain 
chip on the drive controller board is faulty and should be replaced. Refer to 
“Working With IC Chips” in Chapter | for further instructions on handling 
and replacing chips. 

On the II Plus and Ile, use the chip extractor to carefully remove the 
MC3470, CA3146, 74LS125, and ULN2003 chips from the disk drive con- 
troller board. On the IIc, temove the IWM chip from the motherboard. Take 
the chip(s) to an electronics supply store and obtain a replacement(s). Care- 
fully install the new chips(s) in the socket(s). 


If the other system worked with your drive controller, then you have a faulty 
disk drive. Swap the drive on another system. If your drive does not work, it 
is defective, and should be taken to an Apple II service outlet for further 
troubleshooting and repair. If your drive does work on another system, and 
you have already checked out the drive controller, then you have a problem 
with the motherboard. Refer to Chapter 3 for system unit troubleshooting 
procedures. 


Problem: Data Mismatch — 
Read/Write Circuitry is Defective 


If a large number of data mismatch errors are encountered when you run the 
Disk Drive Diagnostic module as indicated by the “THERE WERE X ERRORS 
ENCOUNTERED DURING TEST" message displayed at the end of the test, 
this means that the records that were written by the test do not match with the 
records that were read. This points to a problem with the read/write circuitry in 
the drive controller. 


Solutions: 


Replace one or more chips on the drive controller board. Refer to “Working 
With IC Chips" in Chapter 1 for further instructions on handling and 
replacing chips. 

On the II Plus and Пе, use the chip extractor to carefully remove the 
MC3470, CA3146, 74LS125, and ULN2003 chips from the disk drive con- 
troller board. On the IIc, remove the IWM chip from the motherboard. Take 
the chip(s) to an electronics supply store and obtain a replacement(s). Care- 
fully install the new chip(s) in the socket(s). 

Run the Disk Drive Diagnostic again. There should be no errors returned 
from the Read/Write Test. If the errors persist, contact an Apple II service 
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outlet. The drive controller or the motherboard might need more in-depth 
troubleshooting. 


Problem: Head Crash 


The disk drive head travels microns above the surface of the diskette to read 
and write data. A head crash is the result of the head coming into contact with the 
diskette. This can happen if the head is out of adjustment, or if the disk drive has 
been shaken or dropped. A head crash can also be caused by trying to use a warped 
diskette, or by contamination on the diskette or in the drive mechanism (Fig. 
7-13). 

Diskettes, like records and tapes, can become warped and damaged when 
exposed to heat, or direct sunlight. If a warped diskette is placed into the drive, it 
will scrape up against the head and cause a head crash. Don't try to use a warped 
diskette, because if it causes a head crash, the disk drive will become misadjusted, 
and will have to be taken in for servicing. 

A head crash is indicated if the system cannot read from, write to, or initialize a 
disk. Another indication is a grinding, scratching sound heard when a diskette is 
inserted into the drive. 

If the head crashes, the drive must be taken in for servicing. Discard any 
diskettes that have come into contact with the drive head after the crash. 


Problem: I/O Error Message 


If an I/O Error message displays when you're trying to access the disk drive, 
then there are a number of different disk drive read-write problems. It might 
mean that the diskette is defective, write-protected, not initialized, or not even 
present. The error message might also mean that the drive is not able to locate the 
identifying header portion of a sector that the system is trying to access. It could 
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indicate that the drive cannot find the synchronization marker for the track the 
system is trying to access. 


Solutions: 


First check the diskette. See that there is a diskette present in the drive. Make 
certain that the disk drive door is closed. 


Remove the diskette from the drive, and check whether or not the write-pro- 
tect notch is covered with an adhesive write-protect tape. If it is, remove the 
tape and insert the diskette into the drive again. The system should now be 
able to write information onto the diskette. 

However, remember that you probably originally placed the write-protect 
tape on the diskette in order to protect data already written on the diskette. 
Make sure that the system does not overwrite valuable data or programs, 
now that the diskette is write-enabled. 


Try reading from and writing to another diskette that you know is formatted. 
If you are successful with this diskette, and the error message is not returned, 
then the original diskette probably was not formatted. 


If the error message is returned when requesting access to a certain file, give 
the CATALOG command to see if the file is present on the diskette. If the file is 
present, then there is a problem with the diskette itself. Try the diskette’s 
backup. 


Run the Disk Drive Diagnostic module on a blank, formatted diskette. If the 
diagnostic does not display any error messages with this diskette, then the 
original diskette was defective, and its backup should be used. 

If further error messages are displayed with the new diskette, the disk 
drive controller or the drive itself might be defective. 


Swap the disk drive controller on another system. If it does not work, then a 
certain chip on the drive controller board is faulty and should be taken in for 
servicing, or replaced. Refer to “Working with IC Chips” in Chapter 1 for 
further instructions on replacing chips. 

On the II Plus and Ile, if it's a read problem, use the chip extractor to 
carefully remove the MC3470 and CA3146 chips. If it's a write problem, 
remove those two chips in addition їо 74LS125 and ULN2003. On the Пс, 
remove the IWM chip from the motherboard. Take the chip(s) to an elec- 
tronics supply store and obtain a replacement(s). Carefully install the new 
chip(s) in the socket(s). 

If the disk drive controller works on the other system, troubleshoot the disk 
drive. Swap your disk drive on another system. If the I/O Error Message is 
still returned, then the drive is faulty and should be taken in for servicing. 


If the disk drive and controller work on the other system, but they do not 
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work on yours, then you have a faulty motherboard. Refer to Chapter 3 for 
system unit troubleshooting procedures. 


Problem: “The Diskette is Write-Protected” Error Message 


If the error message “The Diskette is Write-Protected” is returned while run- 
ning the Disk Drive Diagnostic module, stop the program and check the contents 
of the diskette. Find out why it was write-protected. Replace it with a blank, 
formatted diskette, or remove the write-protect tape and resume the test. 


Problem: “File Not Found” Error Message 

If the error message “Ғйе Not Found” is returned while running the Disk Drive 
Diagnostic module, then there is a problem with the read circuitry. Refer to 
“Problem: Cannot Load a Program or Read a Data File” above for solutions. 


Problem: “Volumn Mismatch” Error Message 

If the error message *Volumn Mismatch” is returned while running the Disk 
Drive Diagnostic module, then there is a problem either with the read circuitry on 
the disk drive controller, or with the CPU. Refer to “Problem: Cannot Load а 
Program or Read a Data File" above for solutions. 


Problem: “Тгу a New Diskette" Error Message 

If the error message "Try a New Diskette" is returned while running the Disk 
Drive Diagnostic module, then you have a defective diskette. Try using a new, 
freshly formatted, blank diskette. If the error persists, refer to “Problem: I/O 
Error Message" above. 


Problem: “Out of Space on Disk, Try an Empty One” 
Error Message 

If the error message “Ош of Space on Disk, Try an Empty One" is returned 
while running the Disk Drive Diagnostic module, then the scratch diskette being 
used for the test is not blank. Either check the contents of the diskette to make 
sure you no longer need the files and reinitialize it, or use another formatted 
diskette that is empty. 


Problem: *No Buffers Available — Reboot System" 
Error Message 


If the error message “Мо Buffers Available — Reboot System" is returned 
while running the Disk Drive Diagnostic module, then the user-controllable 
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buffers have been deallocated. Reset the system to reset the buffer defaults, and 
resume testing. 


Problem: Disk Drive Needs to Be Serviced 


If the solutions described above fail to solve your disk drive problem, and you 
need to take it in for servicing, first call the Apple II service center and talk to the 
repair technician. Describe the computer’s configuration, and explain the disk 
drive problems. Tell them what troubleshooting measures you have already tried, 
and the results. Find out if there are any solutions they can provide over the 
phone. 

If the disk drive cannot be repaired over the phone, ask the technician how 
much of your system you should bring. You will need to take in the disk drive and 
its controller board. The technician will probably also need the system unit. 

When you take the disk drive in, find out if the technician has any ideas on 
what the problem might be, and how long and how much it might cost to fix. Be 
sure to get a copy of the work order. 

Before you pay for and accept your disk drive and controller, have the repair 
technician demonstrate that the problem has actually been repaired. When the 
system is all together again, refer to Chapter 9, The Exerciser, for instructions on 
burning in the system after repair. The Exerciser has an extensive section on 
burning in the disk drives. 


RUNNING THE 
DISK DRIVE DIAGNOSTIC MODULE 


Follow the instructions provided in “Running the Diagnostic Program” in 
Chapter 2 to run the Disk Drive Diagnostic module. Then press D to initiate the 
Disk Drive Diagnostic module. Remove the System Diagnostic Program diskette 
and insert a blank, formatted diskette to be used for the test. 

This diagnostic checks the disk drive and media. It also tests the two main 
functions of the disk drive: reading from and writing to a disk. It exercises the 
entire disk, checking for many types of problems. Ifa problem is encountered, an 
error message will displayed on the screen. These error messages are referenced in 
the “Disk Drive Troubleshooting and Repair Guidelines” section above, and list 
remedies and responses to the error. 

When you run the test, use a recently formatted, blank diskette. Do not use a 
diskette that contains data on it, because the test will run out of room on the 
diskette, and an error message will be returned. 

The Disk Drive Diagnostic begins with two prompts. The first prompt asks for 
the slot number in which the disk drive controller resides, 0 through 7. A second 
prompt asks for the specific drive on that controller to be tested, 1 or 2 (Fig. 7-14). 
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Fig. 7-14. Disk drive diagnostic module. 


The diagnostic creates a file called “TEST,” and makes four distinct passes 
through the specified disk. 

Running the Disk Drive Diagnostic takes approximately 20 minutes, with five 
minutes per pass through the disk. If you wish to halt the program during this test, 
press CTRL C. The System Diagnostic Program will be halted, and the Applesoft 
BASIC environment will be displayed. Depending on when the program was 
halted, the “TEST” file might still be on the test diskette, and you might wish to 
delete it. 

The first pass writes a series of 254-byte records that contain a 254-character 
string of CHR$ value 170. CHR$ value 64 is a character that has a bit string of 
1000000. The diagnostic writes 239 records of CHR$ value 64 to fill up the disk. 
While the records are being written to disk, the message "WRITING HIGH 
VALUES TO DISK” is displayed. It takes about five minutes for the disk to be 
filled with these records. Once this is done, the file is closed. 

The diagnostic immediately begins the second pass through the disk, which 
consists of reopening the file and rereading the data that were written during the 
first pass. The read data are compared to CHR$ value 64. While the records аге 
being read and compared, the message *READING HIGH VALUES FROM 
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DISK” is displayed. It takes about five minutes for all the records to be read and 
compared. 

If there is a discrepancy between what was written and what is now being read, 
an error is noted and added to the counter. The total number of errors is displayed 
on the screen at the end of the test. 

After the second pass of the test is finished, the file will be closed and deleted. 
The third pass recreates the file, this time with a series of 254-character records of 
CHR$ value 63, which has а bit string of 0111111, opposite of the CHR$ value 64 
done in the previous pass. The diagnostic writes 239 records of this value to fill the 
disk again. The message “WRITING LOW VALUES TO DISK" is displayed for 
approximately five minutes. When the diskette is full, again, the file is closed. 

Because CHR$(63) and CHR$(64) have an alternating bit pattern, this 
ensures that all possible bits on the disk are written, creating a thorough test of the 
disk. 

Just as in the second pass, the fourth pass through the disk opens the file and 
rereads the data written during the third pass. The read data are compared to 
CHR$(63). The message “READING LOW VALUES FROM DISK” is dis- 
played for approximately five minutes. 

The error counter is incremented if there are any discrepancies between what 
was written and what is now being read. Then the file is deleted, and the test is 
complete. 

Data mismatch errors are counted and a final total is displayed at the end of the 
test. Such errors аге not fatal errors, and the test will continue. If there аге 1 or 2 
mismatch errors, you might want to test the drive more often, to see if it gets 
worse. But one or two errors do not warrant your taking action. 

If a greater number of mismatch errors are found by the diagnostic, then you 
have a problem in the read/write circuitry in the drive controller. Refer to “Ртов- 
lem: Data Mismatch — Read/Write Circuitry is Defective” above for suggestions 
on correcting this problem. 

If any fatal errors are found during the test, the error message will be displayed 
and the test will halt. Each error message is referenced under “Disk Drive Troub- 
leshooting and Repair Guidelines" above. Follow the indicated suggestions and 
run the test again. 


HOW THE DISK DRIVE 
DIAGNOSTIC MODULE WORKS 

When the user presses D or d from the System Diagnostic Main Menu, the 
program branches to line 2500. A REMARK statement indicates the beginning 
of the Disk Drive Diagnostic module (Fig. 7-15). 


2500 REM DISK DRIVE DIAGNOSTIC MODULE 
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2500 REM DISK DRIVE DIAGNOSTIC MODULE 

2510 HOME :D$ = CHRS (4):HS = ""ip$ = "" 

2515 PRINT ТАВ( 10)"DISK DRIVE DIAGNOSTIC": PRINT 

2520 FOR I = 1 TO 239 

2530 HS = H$ + CHRS (64):LS = LS + CHRS (63): NEXT I 

2540 IF EX = 1 THEN GOTO 2590 

2550 PRINT "ENTER DISK DRIVE CONTROLLER": INPUT "SLOT 
NUMBER (0-7)-";5 

2560 IF S < 0 OR S > 7 THEN S = 6 

2570 PRINT : INPUT "ENTER DRIVE NUMBER (1 OR 2)-";D: 


PRINT 
2580 IF D < LORD? 2 THEN D- 1 
2590 BS = Н5:М5 = "HIGH VALUES" 


2600 ONERR GOTO 3000 

2605 FOR I = 1 TO 2 

2610 PRINT : PRINT "WRITING ";М6;: TO DISK" 

2620 PRINT D$;"OPEN TEST,S";S;",D";D 

2630 PRINT D$;"WRITE TEST" 

2635 FOR L = 1 TO 430 

2640 PRINT B$: NEXT L 

2650 PRINT D$;"CLOSE TEST" 

2670 PRINT : PRINT D$: PRINT "READING ";N$;" FROM 
DISK": PRINT 

2675 PRINT D$;"OPEN TEST,S";S;",D";D 

2680 PRINT D$;"READ TEST" 

2685 FOR L = 1 TO 430 

2690 INPUT В15 

2700 IF B1$ < > BS THEN PRINT D$: PRINT "ERROR 
READING ";NS$:E = E + 1 

2710 NEXT L 

2720 PRINT D$;"CLOSE TEST" 

2730 PRINT DS;"DELETE TEST" 

2740 BS = LS:NS = :LOW VALUES": NEXT I 

2750 PRINT D$: PRINT : PRINT "THERE WERE ";E;" ERRORS 
ENCOUNTERED": PRINT "DURING TEST" 

2760 IF EX - 1 THEN РОКЕ 216,0 : RETURN 

2770 PRINT : PRINT "PRESS ESC TO END TEST": 
GOSUB 8000: POKE 216,0: GOTO 50 

3000 ER = PEEK (222) 

3002 IF ER = 5 THEN GOTO 2720 

3005 PRINT D$;"CLOSE TEST": PR# 0: IN# 0 

3010 PRINT : PRINT ТАВ( 5)"A FATAL ERROR WAS 
ENCOUNTERED!" : PRINT 

3020 PRINT "ERROR CODE:";ER: PRINT 

3030 IF ER = 4 THEN PRINT "THE DISKETTE IS 
WRITE-PROTECTED": GOTO 3090 

3040 IF ER = 6 THEN PRINT "FILE NOT FOUND": GOTO 3090 


Fig. 7-15. Disk drive diagnostic module listing. 
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3050 IF ER = 7 THEN PRINT “VOLUMN MISMATCH": GOTO 
3090 

3060 IF ER = 8 THEN PRINT "I/O ERROR - TRY A NEW 
DISKETTE" 

3070 IF ER = 9 THEN PRINT "OUT OF SPACE ON DISK - TRY 
AN EMPTY ONE": GOTO 3090 

3080 IF ER = 11 THEN PRINT "NO BUFFERS AVAILABLE - 
REBOOT SYSTEM": PRINT "AND RUN DIAGNOSTIC AGAIN" 

3090 PRINT : PRINT "PRESS ESC TO CONTINUE": 
GOSUB 8000 

3100 СОТО 2750 


Fig. 7-15. (continued) 


Line 2510 clears the screen and positions the cursor with the HOME com- 
mand. Variable D$ is set equal to CHR$ (4). This is an Apple convention, in 
which all disk commands must be preceded by CHR$ (4). You will notice the use 
of this convention throughout the Disk Drive Diagnostic. Line 2510 also sets 
variables H$ and L$ equal to nulls, clearing them from any values they might 
hold from previous tests in other modules. Variables H$ and L$ will store the high 
values and the low values to be written to and read from the disk throughout this 
test. 


2510 HOME :D$ = CHR$ (4) :H$ =“ "1$ —"" 

Line 2515 prints the diagnostic title on the screen. 
2515 PRINT TAB (10)"DISK DRIVE DIAGNOSTIC": PRINT 

Line 2520 begins a FOR-NEXT loop which will increment up to 239, which is 
the number of bytes contained in one Apple II disk sector. This loop serves to fill 
variable H$ with 239 high values, and variable L$ with 239 low values. 
2520 FOR | — 1 TO 239 

Line 2530 sets variable H$ equal to H$ plus CHR$ (64). CHR$ (64) is 
1000000. L$ is also set equal to L$ plus CHR$ (63), which is0111111. These two 
character strings will ensure that one ON bit and one OFF bit will be written to 


and read from each location on the disk. The loop then increments with the 
NEXT statement. 


2530 H$ = H$ + CHR$ (64):L$ = L$ + CHR$ (63): NEXT I 
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Line 2540 checks the Exerciser flag. If the exerciser is in effect, as indicated by 
the flag being equal to 1, the program branches to line 2590, skipping over the user 
prompts to get right to the actual testing. 


2540 IF EX = 1 THEN GOTO 2590 


If the Exerciser does not control the program, line 2550 prompts the user to 
enter the slot number which contains the disk drive controller to be tested. This 
slot number would be between 0 and 7. The user’s input is placed into variable S. 


2550 PRINT “ENTER DISK DRIVE CONTROLLER”: INPUT “SLOT 
NUMBER (0-7)-";S 


Line 2560 checks whether the slot number in variable S is less than O or greater 
than 7, either of which would indicate an invalid entry. If there is an invalid entry 
in S, Sis set equal to 6, which is the traditional location for the disk controller in an 
Apple II system. 


2560 IF S < 0 OR S > 7 THEN S—6 


Line 2570 prompts the user to enter the drive number, because there can be 
two drives per controller. The user's response is stored in variable D. 


2570 PRINT : INPUT "ENTER DRIVE NUMBER (1 OR 2)-”;D: 
PRINT 


Line 2580 checks whether D is less than 0 or greater than 2, either of which 
would indicate an invalid entry. If there is an invalid entry in D, Dissetequal to 1. 


2580 IF D < 1 OR D > 2 THEN D=1 

Line 2590 sets buffer B$ equal to H$, the high values variable. Then variable 
N$ is set equal to the words “HIGH VALUES”, which will display on the screen 
for the duration of the disk testing with the high values. 
2590 B$ = H$:N$ = “HIGH VALUES” 

The ONERR statement in line 2600 is an error trap activated to catch drive 
errors during the test. Ifan error is detected, the program branches to line 3000 for 


appropriate error handling. 


2600 ONERR GOTO 3000 
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Line 2605 begins the FOR-NEXT loop that is responsible for making two 
passes through the test, one for high values and one for low values. 


2605 FOR | = 1 TO 2 

Line 2610 prints a message on the screen to inform you that either high values 
or low values are being written to disk. The appropriate message is created with 
N$ as set in line 2590. 
2610 PRINT : PRINT "WRITING "-М%; "TO DISK" 


Line 2620 opens a disk file called “TEST” at slot S, drive D, as was input by you 
earlier in this program. 


2620 PRINT 09; “ОРЕМ TEST,S”:S;“ ,D'D 
Line 2630 prints D$, indicating that information will be written to the disk. 
2630 PRINT D$;"WRITE TEST" 


Line 2635 is the FOR-NEXT loop that increments to the number of sectors 
required to fill an Apple II diskette. 


2635 FOR L — 1 TO 430 


Line 2640 prints the contents of buffer B$. This causes the L loop to be 
activated, writing records to the disk to fill up 430 sectors. 


2640 PRINT B$: NEXT L 


When the loop is completed, and all the records are written, line 2650 closes 
the disk test file. 


2650 PRINT 0%; “С105Е TEST" 
Line 2670 switches output from the disk back to the screen with the PRINT D$ 
command. The message indicating that records are being read from the disk is 


displayed on the screen. 


2670 PRINT : PRINT D$: PRINT "READING '";N$;" FROM 
DISK": PRINT 
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Line 2675 re-opens the file called “TEST” in which the records were written. 
2675 PRINT D$;“OPEN TEST,S":S;",D";D 

Line 2680 indicates that the program is reading, rather than writing. 
2680 PRINT D$;"READ TEST" 


Line 2685 begins the FOR-NEXT loop that loops for the number of records 
that have been written to the disk. 


2685 FOR L — 1 TO 430 

Line 2690 reads the records into variable B1$. 
2690 INPUT B1$ 

Line 2700 compares the contents of B1$ to those of B$. In other words, the 
records being read are compared to the records which were written, to check 
whether they match. If they do not match, an error message is printed, and the 


error counter is incremented. 


2700 IF B1$ < > B$ THEN PRINT D$: PRINT "ERROR 
READING "МЕ = Е + 1 


Line 2710 increments the L loop for reading the records. 
2710 NEXT L 
Line 2720 closes the “TEST” file. 
2720 PRINT D$;"CLOSE TEST" 
Line 2730 deletes the file from the diskette. 
2730 PRINT D$;"DELETE TEST" 
Line 2740 sets buffer B$ equal to the low values variable L$, and N$ is set equal 
to the words “LOW VALUES." The I loop is incremented with the NEXT I 


statement. This causes the write and read routine to be repeated for low values. 


2740 B$ = L$:N$ = :“LOW VALUES": NEXT | 
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Line 2750 uses PRINT D$ to switch output control back to the screen. А 
message is displayed to indicate the number of disk errors encountered during the 
test. 


2750 PRINT D$: PRINT : PRINT "THERE WERE ”;E; ERRORS 
ENCOUNTERED”: PRINT “DURING TEST" 


Line 2760 checks whether the Exerciser routine is in control of the program. If 
EX is equal to 1, then the drive portion of the Exerciser is completed. The POKE 
statement halts the error trapping method used in this module, and then the 
program returns to the Exerciser module. 


2760 IF EX = 1 THEN РОКЕ 216,0: RETURN 


If the Exerciser is not in control, the program proceeds to line 2770, which 
prompts the user to press ESC to end the test. The program branches to the 
Get-a-key subroutine at line 8000 to get your response. The POKE statement 
halts the error trapping method used in this module. 

Finally, the GOTO statement returns the program to line 50 to display the 
System Diagnostic Main Menu. 


2770 PRINT : PRINT “PRESS ESC TO END TEST”: 
GOSUB 8000: POKE 216,0: GOTO 50 


Lines 3000 through 3100 comprise the disk error checking routine. Line 3000 
PEEKs into memory location 222, which is where error codes are maintained by 
the Apple II system. The contents of this location are placed into variable ER. 


3000 ER = PEEK (222) 

Line 3002 checks if the error code returned was a 5, indicating an END-OF- 
FILE condition. Ifthe error code is a 5, the program branches to line 2720, which 
continues the Read test. 

3002 IF ER = 5 THEN GOTO 2720 

Line 3005 closes the “TEST” file. The PR instruction returns output from the 

disk drive to the monitor. The IN instruction returns input from the disk drive to 


the keyboard. 


3005 PRINT D$;"CLOSE TEST”: PR# 0: IN# 0 


The Disk Drive 159 


Line 3010 prints the first part of the error message. 

3010 PRINT : PRINT TAB( 5) “А FATAL ERROR WAS ENCOUNTERED!” : PRINT 
Line 3020 prints the number of the error code. 

3020 PRINT "ERROR CODE:”-ER: PRINT 


Lines 3030 through 3080 translate the error code number into an informa- 
tional error message which informs the user of what the problem is, and in some 
cases, what the remedy might be. 


3030 IF ER = 4 THEN PRINT “THE DISKETTE IS WRITE-PROTECTED": GOTO 3090 

3040 IF ER = 6 THEN PRINT “FILE NOT FOUND”: GOTO 3090 

3050 IF ER = 7 THEN PRINT "VOLUMN MISMATCH”: GOTO 3090 

3060 IF ER = 8 THEN PRINT “1/0 ERROR - TRY A NEW DISKETTE” 

3070 IF ER = 9 THEN PRINT “OUT OF SPACE ON DISK - TRY AN EMPTY ONE”: GOTO 3090 

3080 IF ER = 11 THEN PRINT “М0 BUFFERS AVAILABLE - REBOOT SYSTEM”: PRINT “AND RUN 
DIAGNOSTIC AGAIN” 


Line 3090 prompts you to press any key to continue. The program then 
branches to the Get-a-key subroutine to wait for you to press a key. 


3090 PRINT : PRINT "PRESS ANY KEY TO CONTINUE": GOSUB 8000 


Line 3100 branches the program back to line 2750, which displays a final 
message about the number of errors encountered during the Disk Drive diagnos- 
tic, and then continues to end the test and return to the System Diagnostic Main 
Menu. 


3100 GOTO 2750 


8 
The Serial Comm Interface 


Using the proper equipment, the Apple II systems can talk to many other devices: 
a modem, printer, mouse, even another computer. Data and information are sent 
to and received from these peripherals. Communicating among different devices 
requires the services of a serial communication interface. 


DESCRIPTION AND FUNCTION 
OF THE SERIAL COMM INTERFACE 


The serial communication interface consists of three components: 


* a serial communication circuit 
* a serial port 
* an interface cable 


A fourth component is also necessary to establish communications: the device 
with which the Apple is to communicate. 


The Serial Communication Interface Circuit 


The serial communication interface circuit consists of a separate board on the 
Apple II Plus and the IIe, and is built into the motherboard on the Apple IIc. This 
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circuit is responsible for supplying, receiving, and interpreting various voltage 
levels, or analog signals, in order to control commands such as SEND DATA and 
DATA SET READY. Other voltage levels provide the signals of the sent or 
received data. 


The Serial Communication Interface Port 


The serial interface port on the Apple II Plus and Ile is a RS-232 25-pin 
connector located at the rear of the Apple II system unit. Although there are 25 
pins, only 5 of these pins are used for serial communication signals, with pin 
assignments as follows: 


2 - TRANSMIT DATA (output) 

3 - READ DATA (input) 

6 - DATA SET READY (input) 

7 - POWER AND SIGNAL COMMON (ground) 
20 - DATA TERMINAL READY (output) 


The 20 remaining connector pins are not used. 
The serial interface port on the Apple IIc is more efficient, using an actual 
RS-232 5-pin connector. Its pin assignments are as follows: 


1 - DATA TERMINAL READY (output) 

2 - TRANSMIT DATA (output) 

3 - POWER AND SIGNAL COMMON (ground) 
4 - READ DATA (input) 

5 - DATA SET READY (input) 


The Serial Communication Interface Cable 


Serial communication with the outside world is achieved by means of an 
interface cable running from the Apple serial communication port to the other 
device with which communication is to take place (Fig. 8-1). It is through this 
cable that the appropriate signals and data are passed to and from the other 
device. 


Serial Communication Devices 


The Apple II serial communication interface is used to communicate with 
devices such as the modem, printer, or another computer. 

Interfacing with a Modem. The modem is a device widely used for serial 
communication (Fig. 8-2). It allows transmission and reception of computer data 
using telephone lines. 
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serial communication cable 


communication device 


serial communication interface 
Fig. 8-1. Serial communication interface cable. 


The word modem is derived from the term MODulator-DEModulator. The 
computer produces data and control signals in the form of electrical impulses of 
+5 volts, or 0 volts. These impulses are either ON or OFF, respectively. When the 
signal is ON, it is interpreted asa 1 bit. When the signal if OFF, it is interpreted asa 
0 bit. All the information existing in computer programs and data is held in a 
series of 1s and Os, or digital signals. 

The modem is the intermediary for sending information from one computer 
to another. It converts the originating computer’s digital signal into sound waves. 
These sound waves, or analog signals, allow for the transmission of information 
over telephone lines. This part of the conversion is referred to as modulation. 

The modem at the receiving end converts the analog signal back into a digital 
signal. This part of the conversion is referred to as demodulation. Since the 
information is returned to 15 and Os, it can be successfully interpreted by the 
computer connected to the receiving modem (Fig. 8-3). 

Modems can only operate in pairs. For two computers to communicate with 
one another, each computer must be connected to a modem that has matching 
configurations, including communication speed, data size, start bits, and other 
such parameters which will be discussed later in this chapter. 


Fig. 8-2. The modem. 


164 APPLE CARE MANUAL 


Fig. 8-3. Modem communication. 


Online services such as CompuServe, DELPHI, Dow Jones News, The Source, 
and Computext make it easy for people with computers and modems to link upto 
the network centers of information. By coupling the modem to a telephone, then 
dialing a specific telephone number (which is often a local or toll-free number), 
the Apple II can be linked into a network's mainframe computer. The network 
service can then be used to research a wide range of information, as well as to 
communicate with other users. Online services can also provide you with bank- 
ing, shopping, and airline reservation services through your Apple II serial com- 
munication interface and modem (Fig. 8-4). 

The Apple II systems connect to external modems. An RS-232 modem uses 
the RS-232 cable, and connects to the serial port at the rear of the system unit. 

Interfacing with a Printer. The Apple II systems primarily use serial printers, 
meaning the Apple printer interface isa serial port. The Apple II systems have two 
serial ports: one generally used for the printer, and the other used for communica- 
tion through a modem. Some serial communication boards can be used for both, 
and arecontrolled by exchanging the device interface cable and changing a switch 
setting on the board. It is possible to have as many serial ports as there are 
available expansion slots. 

Just like with the modem, the printer must be configured with the same data 
speed and size parameters that are set within the Apple II. This is because the 
printer must know what kind of data to expect from the computer, and then it 
must know what to do with the data. 

Printer parameters are either set through switches within the printer or on the 
printer controller board, and/or set through the application software being used. 
Check the printer's user manual to see if any switches must be set upon installa- 
tion. Also check the individual software documentation to see how printer pa- 
rameters are set up to run with that particular program. 
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Fig. 8-4. Ontine services. 


The printer is typically attached directly to the computer with an interface 
cable. In some cases, the printer can even be used in conjunction with the modem 
to provide long-range printing. A central computer from a remote site can send 
information via a communication line, and have it print out on a local printer. 

Interfacing with Other Devices. Other devices that connect to the computer 
through the serial communication interface include the mouse, plotter, digitizer 
tablet, system clock, and light pen. 

Interfacing Directly with Another Computer. If your Apple II resides in an 
environment in which computers are less than 50 feet apart, these computers сап 
be hard-wired together with an interface cable to connect them together directly 
via their serial communication ports. This connection lets them exchange data 
just as they would if they were hooked up through modems. The difference is that 
telephone lines are not needed in a hard-wire connection because of their prox- 
imity. 

When computers are hard-wired together, the speed of data being sent can be 
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much faster. The communication parameters between the two computers must 
match in order for them to understand and process the information being sent 
and received. 

Hard-wiring works over distances of less than 50 feet. Communication over 
longer distances requires modems or signal amplifiers, because the electrical 
pulses diminish and are lost due to the resistance of the wire through which the 
signals are traveling. 


How the Serial Communication Interface Functions 


Serial communication is a function of timing and speed. Several factors con- 
tribute to keeping the communicating devices synchronized with one another so 
that they can interpret the data being sent. These factors include: 


* communication software 
* data speed (baud rate) 

* data size 

* start and stop bits 

* parity 

* directionality 

* emulation 

* protocols 

* interface port 


Communication Software. In order to use the serial communication interface, 
communication software that works from the serial communication interface is 
needed. An example of this kind of software is a modem communication pro- 
gram. 

Most modems come supplied with communication software. The same is true 
for the mouse and other serial communication devices you might acquire. 

Some available serial communication boards do not require separate software. 
DIP-switches let you set communication parameters, and special programs built 
into the board's ROMs provide communication command sets to perform all 
necessary communication software functions. 

Communication Parameters. Since data is sent one bit at a time in serial 
communication, certain parameters must be specified when first configuring the 
communication software. These parameters pertain to data transmission speed, 
the size of the data characters being sent, whether start bits and stop bits are 
employed, and whether parity error checking is to take place. 

The communication configuration serves to coordinate the communication 
and ensure that the data transfer is successful and accurate. The particular values 
specified in these parameters depend on the device with which the computer is 
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communicating. The modem documentation describes how to set up the para- 
meters. Online service user documentation details the specific parameters needed 
to communicate with their computers. 

The printer, modem, or other device with which the Apple II is going to 
communicate must have the communication interface variables set identically 
on their end in order that this communication link can be established and main- 
tained. These parameters are set either through the software or with switches on 
the communication interface board. Check the device documentation for spe- 
cific details. 

When running communication software for the first time, access the setup 
mode for these communication parameters. Once they are set, these options are 
usually stored on the program disk so that they are automatically implemented 
each time the program is used. 

Baud Rate. Baud rate pertains to how fast the device sends information. The 
device receiving the data must know the speed at which the data are being sent in 
order for the two devices to be in sync with one another. 

In serial communication, speed is expressed in a measurement called baud. 
Baud is usually, although not always, the number of bits that can be transmitted 
in asecond. The differences in baud rates can be likened to the different ways a car 
horn might be sounded. Three short beeps can be heard much faster than three 
long beeps. 

In the same way, eight bits of data traveling at 2400 baud are transmitted and 
received at a much faster rate than the same eight bits traveling at 300 baud. 
When the baud rate is set to a predetermined speed of which both devices are 
aware, the system knows how long each ON bit lasts, and how long each OFF bit 
lasts. A typical communication interface for the Apple П has a baud rate of 300 or 
1200. 

Higher speed communication in the range of 4800 and 9600 baud is available, 
but is used primarily for communicating with devices that are hard-wired to a 
system through an interface cable. A hard-wire interface does not require an 
intermediary such as a modem in order to establish communication. A printer or 
computer that is hard-wired to another computer is able to operate at the faster 
speeds. There are modems available that can operate at such high speeds, but they 
can be prohibitively expensive to the small business or home user. 

Data Size. Data size refers to the size of the data being sent: how many bits 
make up a standard character or word. The Apple data character consists of eight 
bits. The communication software needs to know the character length or word 
length of the data being sent, to be able to send and receive data correctly (Fig. 
8-5). 

Start Bits and Stop Bits. In serial communication, the software generates 
additional bits to each character to help coordinate the communication transfer. 
These added bits are referred to as start bits and stop bits. When the software adds 
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Word Length is 8 Bits Fig. 8-5. Bits, characters, words. 


both the start bit and stop bit, then ten bits are actually sent for each data 
character. 

The start bit signals the beginning of a character, and flags the attention of the 
receiving device. It in essence informs the device to expect seven or eight more 
bits of data for processing. Likewise, the stop bit signifies the end of a character. 

Both the transmitter and receiver in the communication line need to know 
whether start bits and stop bits are being employed (Fig. 8-6). 

Parity. Parity is an error checking scheme used to ensure accurate data trans- 
mission. With parity, the last bit in a data word is set so that the sum of the 
number of bits is either an odd number, for odd parity, or an even number, for 
even parity. 

For example, if the system is configured for odd parity from the modem to the 
computer, and a character or word is received with an even number of bits, parity 
is not correct. This might mean that one of the character bits was lost during 
transmission. When parity is not achieved, this indicates an error in transmission. 
In this case, the communication software gives a prompt to try the data transmis- 
sion again, or it restarts automatically. 

Directionality. Depending on the device with which the Apple II is communi- 
cating, the data might be sent in one direction only, or the data might be sent in 
both directions — to and from both devices. Printers are unidirectional devices, 
meaning they only receive data; they cannot transmit data back to the computer. 
On the other hand, when two computers are linked up through modems, the data 
is said to be bidirectional, since data can be sent to and received by each system. 


Stop Bit 


Parity Bit (Odd Parity) 
Start Bit ——$ | 
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Fig. 8-6. Stop, parity, and start bits. 
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Whether the data is unidirectional or bidirectional depends on the type of 
device the data is sending to as well as the software being used for the communica- 
tion transfer. Some system configuration parameters in the support software 
might need to be set. There might also be switches to set on the serial communica- 
tion interface board. This would be detailed in the device documentation. 

Emulation. Different types of computers have different keyboard control se- 
quences, keyboard mapping, screen format display, text handling, and special 
functions. These aspects of unique computer design can hinder effective commu- 
nication between two different computers. To solve this problem, an emulation 
program in the communication software can disguise the Apple II and make it 
simulate another computer of a different design. The DEC VT100 is a common 
emulation mode, available with communication software, in which the Apple II 
can emulate the VT100 terminal. When both types of computers are set up in the 
same emulation mode, all code sequences for the keyboard and monitor function 
as expected. 

Protocols. The XON/XOFF protocol works in conjunction with the emulator 
and is set with the other communication software configuration parameters. The 
XON/XOFF protocol is optional. Even though the baud rates might be compati- 
ble, if the receiving system cannot process the data fast enough, some data could 
get lost. The XON/XOFF protocol places transmission on hold as needed to 
prevent the communication buffers from overflowing, and then turns it on again 
to make sure that data is completely transferred. 

For example, suppose the Apple II has a 128-byte communication buffer. In 
the process of receiving a file that might be 4,000 bytes long, for example, the 
communication buffer will be quickly filled. When this happens, the Apple II 
sends a suspend command to the other system, temporarily stopping data 
transfer. This suspension is the XOFF command. When the buffer is emptied 
through computer processing, such as displaying characters on the screen, the 
Apple II sends a resume command, which is XON. The transfer then continues 
where it left off. This process continues throughout the file in 128-byte chunks 
until all 4,000 bytes are successfully transferred. 

Another protocol used by modems to establish communication is called the 
handshaking protocol. A series of signals is used to establish modem communica- 
tion. The following is a listing of the handshaking protocol, including the proce- 
dure and data signals used to establish and maintain communication. Notice that 
some of the signals, such as Carrier Detect, Request to Send, and Clear to Send, 
are used only by the modem, and do not go through the serial communication 
interface itself. 


1) Load and run the communication program. The modem issues the TR 
signal (Terminal Ready). 


2) Dial the phone to call the other modem and computer system. The 
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modem switches into the data made and issues the DSR signal (Data Set 
Ready). 


3) The other system answers and responds. The CD (Carrier Detect) is 
issued, and the corresponding light is illuminated on the modem panel. 


4) Press a key to begin sending a character code to the other system. The 
RTS (Request to Send) signal is sent from the computer to the modem, 
and the appropriate light is illuminated. 


5) The modem transmits a signal back to the computer to indicate that it is 
prepared to accept data for transmission. The CTS (Clear to Send) signal 
is received. 


6) The data is sent. The SD (Send Data) light is illuminated on the modem. 


Interface Port. The serial communication interface board has a connector into 
which a cable is attached. This connection is where the functional signals and data 
are passed across the interface, one bit at a time, between the two communicating 
devices. 

The serial communication interface transmits seven or eight bits of data se- 
quentially, in serial form. These signals ensure that both machines are synchro- 
nized with one another, and are prepared to receive or send data. They also help 
detect breaks in the communication line and other communication errors, and 
return error signals to the programs when necessary. 

The RS-232 serial communication standard determines what these functional 
signals consist of, and which cable wires are assigned to carry which types of signal 
or data. 


SERIAL COMM INTERFACE 
PREVENTIVE MAINTENANCE 


Preventive maintenance of the serial communication interface consists of 
keeping the serial communication circuit, port, cable, and device clean and free of 
dust. 

Vacuum dust off the serial communication board (or circuit on the Пс 
motherboard) periodically. Check the board’s edge connector for oxidation. 
Make sure board is seated securely in its slot. 

Check the serial communication interface port and cable for oxidation, and 
clean it off if present. Make sure the cable is firmly connected. 


SERIAL COMM TROUBLESHOOTING 
AND REPAIR GUIDELINES 


Communication between two devices requires a balance of software and hard- 
ware requirements. The software parameters and hardware components must be 
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set up and functioning properly on both ends of the communication line in order 
for data to be sent, received, and read correctly. 

The two basic serial communication problems are that communication is not 
established, and that communication results are garbled or incorrect in some 


way. 


Problem: Communication Cannot Be Established 


The inability to establish communication might manifest itself in the inability 
to dial up, to make the connection after dialing, or to detect the carrier after 
connecting. 


Solutions: 


Check that all connections are properly made and firmly seated. There are 
three interface connections: the interface board's ribbon cable connection 
on the board, the RS-232 cable connection to the ribbon cable, and the 
RS-232 cable connection to the communication device. 


Run theSerial Communication Diagnostic module (described in the follow- 
ing section of this chapter). If the test fails, and the character entered is not 
echoed on the screen, try the test using another RS-232 cable. 


Swap your serial communication interface board with another Apple II 
system. (With the Apple Пс, this means swapping the entire motherboard.) If 
communications can be established with your board on the other system, the 
problem is with the serial communication port on your Apple II. Refer to 
“Problem: Oxidation Needs to be Removed" in Chapter 3, for instructions 
on cleaning the edge connector. 

If the board still cannot establish communications on the other system, 
the problem lies in the modem itself. Take the modem in for repair. 


If the Serial Communication Diagnostic module checks out, reload the 
communication program and make sure that the parameters are set cor- 
rectly. Is the baud rate set correctly? Was the appropriate character or word 
size specified? Is the other system expecting a parity bit to be enabled? 


If possible, check the device with which you're trying to communicate. If it's 
another Apple II, run the diagnostic program on it to see whether its commu- 
nication interface is working properly. If it's an online service, call their help 
line for further technical assistance. 

Check the interface or system technical manual to see if the interface cable 
has any special requirements. RS-232 is a relatively loose standard. Some 
cable manufacturers use a different scheme for their RS-232 cable pins. 
These cables might expect data from different pins, expect different signals, 
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or have signals tied together. If this is the case, either have the cable modified 
to match your required pin configuration, or purchase another one with the 
correct pinouts. Consult the cable manufacturer for further information. 


Most modems provide additional assistance with troubleshooting, through 
its row of red indicator lights across its front status panel (Fig. 8-7). If your 
modem includes such an indicator panel, check that the signals are correct. 
For instance, when the modem is properly cabled into the Apple II, and the 
communication software is being run, the lights over TR (Terminal Ready) 
and DSR (Data Set Ready) should be illuminated. These lights indicate that 
the computer and modem are ready and that the interface signals are turned 
on and ready to communicate with one another. If these indicator lights are 
not on, there may be a problem with the interface cable connection or with 
the modem. 

When data are being sent, the indicator lights over RD (Receive Data) or 
TD (Transmit Data) are lit. When a key is pressed, these lights illuminate to 
show that the data for the key code are indeed being sent. 


The modem might also have a self-test mode (check the modem documenta- 
tion). This self-test mode loops a data pattern back through the modem. It 
uses a pattern of characters from the computer, sends the pattern through 
the modem back to itself, and then returns them to the computer. This 
internal loopback test checks the modem to make sure that sending and 
receiving is indeed taking place. Use this self-test mode if the previous steps 
did not establish communication. If a problem is diagnosed through the 
modem self-test, refer to the modem documentation for further action. 


A carrier is a tone that the modem expects before it can send data. It’s like 
saying “Hello” after the phone rings and you have picked up the receiver. 
After saying “Hello,” communication can be established, and information 
from the caller can be transmitted. 


Fig. 8-7. Modem status panel. 
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This carrier can be heard when using a smart modem that dials the phone 
automatically. First you would hear the phone ring through the modem 
speaker, and then a high-pitched tone would sound. This audible signal is the 
carrier, and it tells the system that the modem is ready to accept data, either 
from your system or from the other system. The CD (Carrier Detect) light is 
illuminated. This indicates that the other system has answered and been 
given the carrier. 

If the carrier signal is not received, it could indicate a wrong number, a 
busy signal, or a problem at the other end. 


Problem: Communication Results Are Garbled 


Garbled, confused, or miscommunicated data indicates that communication 
has been established, but there’s a problem with the data coming through the 
lines. This usually has to do with one of the parameter settings such as the word 
size or parity. Access the communication software parameter setup mode again, 
and check all the settings. 

A mixture of garbled characters and good characters indicates a poor tele- 
phone connection. For example, the other computer might send the word 
“login”, but “loxxn” is received. In this case, hang up and redial. 


Problem: Printer Does Not Work 


If the serial communication interface connects with a printer, make sure that 
the printer’s internal switches are set up to your configuration. Most printers can 
communicate using either a serial or parallel interface. 


Solutions: 


е Printers ordinarily default to the parallel interface, and a switch must be set 
in order to use the serial communication line. Refer to the printer documen- 
tation. 

ө The printer also needs to know the usual communication parameters, such 
as the baud rate being run, character length, parity, and so forth. This is set 
up with a DIP-switch on the printer interface board. The printer documenta- 
tion details how to make the necessary settings. 


Problem: Serial Comm Interface Needs to Be Serviced 


If the solutions described above fail to solve the serial communication prob- 
lem, and the system requires servicing, first call the Apple II service center and 
speak with the technician. Describe the computer configuration, type of modem, 
and the problem. Explain the troubleshooting measures you have already taken, 
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and the results. Ask if the technician can suggest any additional solutions over the 
phone. 

If the unit still needs to be taken in, ask the technician how much of the system 
should be brought. The technician will probably need the system unit, interface, 
modem, and cable. 

When speaking with the technician, provide all available information. Find 
out if the technician has any ideas on what the problem might be, and how long 
and how much it might cost to fix. Be sure to get a copy of the work order. 

Before you pay and accept your system, have the repair technician demon- 
strate that the problem has actually been repaired. Then pack the system up and 
carefully take it home. Connect everything together, run the Serial Communica- 
tion Interface Diagnostic module to make sure it’s working. Then refer to Chap- 
ter 9, “The Exerciser,” for instructions on burning in the system after repair. 


RUNNING THE SERIAL COMM 
INTERFACE DIAGNOSTIC MODULE 


The Serial Communication Diagnostic module checks that the interface and 
the interface address are both working properly. It also tests whether the system is 
receiving the same data that it is sending through the communication loop. 

To run the Serial Communication Diagnostic module, first connect the 
RS-232 serial communications interface cable to the serial communications 
ribbon cable port coming out of the system unit. Then take the free end of the 
RS-232 cable, and instead of plugging it into the modem or other communicaiton 
device, attach a wire between pins 2 and 3 (Fig. 8-8). 

Pin 2 is the receive data line, while pin 3 is the transmit data line. Placing a wire 
bridge or jumper across these two pins causes the data that is sent out to be looped 


Fig. 8-8. Wire bridge across pins 2 and 3. 
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back and received. In other words, any character entered at the Apple П keyboard 
is sent out to the device, immediately received in through these pins and sent back 
to the computer. The character will be echoed back and displayed on the screen 
(Fig. 8-9). 

There are test connectors available that already have pins 2 and 3 wired 
together. Called a 25-pin serial loopback connector, it can be purchased at most 
computer or electronic supply stores. The loopback connector fits directly onto 


ШИ ves 


serial communication interface port 


loopback connector 


eee 


Fig. 8-10. Loopback connector. 
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the end of the RS-232 cable, and accomplishes the same loopback effect (Fig. 
8-10). 

Once the loopback is set up on the cable pins, follow the instructions provided 
in “Running the Diagnostic Program” in Chapter 2. Then press 5 to initiate the 
Serial Communication Diagnostic module. The Serial Communication Test 
instructions will be displayed (Fig. 8-11). At this point you are ready to run the 
Serial Communication Diagnostic, consisting of the Character Loopback Test. 

The Character Loopback Test displays a prompt to enter a character on the 
keyboard. This character is sent through the communication loop created by the 
loopback wire. The loopback causes the character to be sent back immediately 
and received as output displayed on the monitor screen. This checks the func- 
tions of the serial communication interface by both transmitting and receiving 
data. The ASCII value of the character is also displayed on the screen (Fig. 8-12). 

This test is particularly useful for testing function keys such as the carriage 
return, tab key, and cursor arrows. Through the display of ASCII values on the 
screen, you can check whether the communication interface is sending the cor- 
rect codes for function keys as well as character keys. 


SERIAL COMMUNICATION DIAGNOSTIC 


PRESS ESC TO END TEST 


TRANSMITTED RECEIVED ASCII 
CHARACTER CHARACTER VALUE 


Fig. 8-11. Serial communication diagnostic test instructions. 
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SERIAL COMMUNICATION DIAGNOSTIC 


ENTER SERIAL COMM INTERFACE 
SLOT NUMBER (8-7)-1 


WIRE CABLE PINS 2 AND 3 TOGETHER 
OR INSTALL A LOOPBACK CONNECTOR 
BEFORE PROCEEDING WITH TEST 


PRESS ANY KEY TO CONTINUE 


Fig. 8-12. Serial communication diagnostic test results. 


HOW THE SERIAL COMM 
DIAGNOSTIC MODULE WORKS 

Pressing 5 from the System Diagnostic Main Menu causes the program to 
branch to line 3500, where the Serial Communication Diagnostic module begins 
with a REMARK statement (Fig. 8-13). 


3500 REM SERIAL COMMUNICATION DIAGNOSTIC MODULE 


Line 3510 clears the screen, positions the cursor, and displays the diagnostic title 
on the screen. 


3510 HOME : PRINT TAB( 7)" SERIAL COMMUNICATION DIAGNOSTIC" : PRINT 


Line 3512 prompts you to enter the number of the slot which contains the 
serial communication interface board. This value is stored in variable SL. If the 
value of SL is less than 0 or greater than 7, then it is an invalid entry. If this is the 
case, SL isset to2, the traditionallocation for the serial communication interface. 


178 APPLE CARE MANUAL 


3500 
3510 


3512 


3513 


3515 
3520 
3530 
3532 


3534 


3536 
3538 
3540 
3550 
3560 
3570 
3580 
3590 
3600 


REM SERIAL COMMUNICATION DIAGNOSTIC MODULE 
HOME : PRINT TAB( 7)"SERIAL COMMUNICATION 
DIAGNOSTIC" : PRINT 

PRINT "ENTER SERIAL COMM INTERFACE": INPUT "SLOT 
NUMBER (0-7)-";SL: IF SL < 0 OR SL > 7 

THEN SL = 2 

PRINT : PRINT "WIRE PINS 2 AND 3 TOGETHER": 
PRINT "OR INSTALL A LOOPBACK CONNECTOR": 

PRINT "BEFORE PROCEEDING WITH TEST": PRINT : 
PRINT "PRESS ANY KEY TO CONTINUE": GOSUB 8000 

S = 0: GOTO 3532 

BS = "n 

GET A$: IF ASC (A$) = 27 THEN GOTO 50 

HOME : PRINT ТАВ( 7)"SERIAL COMMUNICATION 
DIAGNOSTIC": PRINT: PRINT ТАВ( 9)"PRESS ESC ТО 
END TEST": PRINT: PRINT TAB( 7)"TRANSMITTED 
RECEIVED ASCII" 

PRINT ТАВ( 8)"CHARACTER CHARACTER VALUE": 
PRINT 

IF S = 1 THEN GOTO 3540 

5 = 1 

PR# SL 

PRINT TAB( 12)А5; 

IN# SL 

GET B$ 

IF BS = "" THEN GOTO 3520 

PR# 0 

PRINT ТАВ( 24)В5; TAB( 32) ASC (B$): GOTO 3520 


Fig. 8-13. Serial communication diagnostic module tisting. 


3512 PRINT “ENTER SERIAL COMM INTERFACE”: INPUT “SLOT 
NUMBER (0-7)-^SL: IF SL < 0 OR SL>7 
THEN SL = 2 


Line 3513 prompts you to wire pins 2 and 3 together on the interface cable, or 
to attach a loopback connector. Then you are prompted to press any key to 
continue. The program branches to the Get-a-key subroutine at line 8000 to 
receive your character input. 


3513 PRINT : PRINT "WIRE PINS 2 AND 3 TOGETHER": 
PRINT "OR INSTALL A LOOPBACK CONNECTOR": 
PRINT "BEFORE PROCEEDING WITH TEST": PRINT : 
PRINT "PRESS ANY KEY TO CONTINUE": GOSUB 8000 
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Line 3515 sets variable S equal to 0, then branches to line 3532, so that the 
screen test display is not repainted for each cycle of the test. 


3515 5 = 0: GOTO 3532 


Line 3520 sets variable B$ equal to null in order to clear it of any values stored 
there from previous tests. 


3520 B$ = “” 

Line 3530 checks to see if the value stored in A$ from the Get-a-key subroutine 
is the ESC key: ASCII value 27. If it is, the Serial Communication Diagnostic is 
halted, and the program branches to line 50 to display the System Diagnostic 
Main Menu. 

3530 GET A$: IF ASC (A$) = 27 THEN GOTO 50 

If it is not the ESC key, the test display headings are printed on the screen. 

3532 HOME : PRINT TAB( 7)"SERIAL COMMUNICATION DIAGNOSTIC": PRINT: PRINT TAB( 9)“PRESS 
ESC TO END TEST": PRINT: PRINT ТАВ( 7)"TRANSMITTED RECEIVED ASCII” 
3534 PRINT TAB( 8)"CHARACTER CHARACTER VALUE": PRINT 


Line 3536 checks whether S is equal to 1. If it is, the program branches to line 
3540. 


3536 IF S — 1 THEN GOTO 3540 


Line 3538 sets S equal to 1, so that on subsequent passes through the test, 
certain lines need not be repeated. 


3538 $ = 1 
Line 3540 switches output control to the serial communication interface. 
3540 PR# SL 


Line 3550 prints the character that the user pressed, which is stored in A$. The 
character is displayed under the TRANSMITTED heading. 


3550 PRINT TAB( 12)A$; 
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Line 3560 switches input control to the serial communication interface board. 
3560 IN# SL 


Line 3570 reads the character that was transmitted and received back into 
variable B$. 


3570 GET B$ 


Line 3580 checks whether B$ isa null. Ifit is, the program branches back to line 
3520 and checks for another transmitted and received key. 


3580 IF B$ = “” THEN GOTO 3520 


If B$ is not a null, line 3590 resets output control to the screen. 


3590 PR# 0 


Line 3600 prints the character stored in B$ under the RECEIVED heading on 
the screen, and the ASCII value of the received character is printed under the 
ASCII VALUE heading. Once this is done, the program branches back to line 
3520 to let you press another key to be tested. 


3600 PRINT TAB( 24)B$; TAB( 32) ASC (B$): GOTO 3520 


9 
Post-Repair Test and Burn-In 


Chapters 3 through 8 have each covered individual components of the Apple II 
system. We have examined and treated problems that can occur within a particu- 
lar subsystem. Chapter 9 provides a diagnostic module that tests not just a single 
subsystem, but rather exercises the Apple II system as a whole, testing the entire 
integrated computer for problems. 

If something goes wrong with your computer and you repair it or take it in for 
professional servicing, check it out thoroughly after the repair is completed. This 
chapter describes and provides methods for testing the repaired system to make 
sure everything works as it should. 

Have the service technician describe what was done, explain why it was done, 
and demonstrate that the problem is now fixed as a result. However, keep in mind 
that even while checking the components at the repair shop, not all system 
functions can be checked. The technician will probably run through just a few 
tests for the specific problem, demonstrating that the particular component is 
working correctly. 

For example, if the system unit had a problem, you probably would have taken 
only the system unit in for servicing, leaving the monitor, printer, disk drive, and 
modem behind. But the computer is a system, consisting of a number of devices 
and peripherals interacting to run applications. Because of this, when there is a 
problem in one device, it can actually manifest itself in another device. 
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So even after the technician has demonstrated that the system unit is working 
fine, the complete status will be unknown until you have the entire system 
assembled in its usual configuration. 

The diagnostic module covered in this chapter is a program that thoroughly 
exercises the Apple II when it’s new, when its configuration changes, or when it 
returns from servicing. This Exerciser module checks various components of the 
Apple II system and leaves it running in a continuous mode so that it can burn in 
for several hours, even overnight. 

Burn-in is routinely practiced as an important segment of industrial manufac- 
turing and product testing. Burn-in thoroughly tests and exercises the Apple II 
system and should be done for 12 to 24 hours. If there is a problem with your 
computer at this point, it’s better to discover it during burn-in rather than while 
entering and processing valuable data. 


TESTING THE APPLE П SYSTEM 


There are three aspects to testing the Apple II system when it is new, or when it 
returns from repair: 


* checking for the original problem 
* running the subsystem diagnostic module 
* burning in the system as a whole with the System Exerciser 


This section describes these three aspects of testing, and suggests what should be 
done if testing reveals a problem. 

Adhering to this testing sequence and following these suggestions will ensure 
system integrity. It will also help prevent the loss of any programs, data, and time 
when actual work is performed on the recently repaired system. 


Checking for the Original Problem 


Before accepting and paying for a repair, have the repair technician demon- 
strate that the problem has been repaired. While still at the shop, try the system 
out for yourself. This can save a lot of time, especially if the problem has not been 
fixed after all, or if there was an original miscommunication of the problem. 

After the unit is back in place, securely cable the entire system together. Make 
sure the entire system is operating as normal. 

Recreate the situation that originally caused the problem. This might consist of 
running a particular software program, or going through a specific sequence of 
events in a certain environment. If the problem does not occur now, then the 
problem has most certainly been repaired. 
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Running the Subsystem Diagnostic 


If there are no problems at this point, load the System Diagnostic Program as 
described in Chapter 2. Run the particular module that pertains to the subsystem 
that was just repaired. 

For example, if the printer has recently been repaired, run the Printer Diag- 
nostic module. If the keyboard had a malfunction, run the Keyboard Diagnostic 
module. If the system unit has been serviced, run each module with various 
combinations to test all aspects of the system unit’s functionality. 


Burning In the System 


Refer to “Running the System Exerciser” later in this chapter, and run the 
Exerciser module. This will thoroughly burn in the new or recently repaired 
computer as an entire system working together. Run all functions: the monitor, 
printer, and disk drives for at least three cycles. Let the monitor and disk drive 
portions of the Exerciser run for about 12 hours. Occasionally observe the results 
of the burn-in to see whether any errors have occurred. 

When checking for the original problem, run the appropriate subsystem diag- 
nostic module, and thoroughly run the Exerciser. If no old or new problems 
occur, you can be assured that your entire system is in an optimum state, and that 
the computer can be trusted with programs and data. 


Responding to System Problems 


However, if problems are found in this system checkout sequence, refer to the 
troubleshooting steps in the chapter pertaining to the malfunctioning subsystem. 
If that fails to solve the system problem, call the service technician and explain 
your discoveries. Chances are you will be invited to bring the system back right 
away to have the problem actually fixed at no extra charge. 


FUNCTION OF THE EXERCISER MODULE 


The System Exerciser module calls on diagnostic tests that are already a part of 
individual component diagnostic modules elsewhere in the System Diagnostic 
Program. Specifically, it branches to routines in the Monitor Diagnostic module, 
Printer Diagnostic module, and Disk Drive Diagnostic module. 

When the System Exerciser module is accessed, a menu will be displayed. This 
menu prompts you to specify the devices to be tested, the monitor, printer, and/or 
disk drives. Any combination of devices can be specifed for inclusion in or 
exclusion from the Exerciser. These component parameters may be set up in 
whatever combination is convenient and appropriate for the system. 
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Once the parameters are set up, the System Exerciser immediately begins to 
perform the continuous test on the specified devices. This means the Exerciser 
could be run for hours, even overnight if desired. The Exerciser runs nonstop 
until it encounters an error, or until it is stopped with CTRL RESET. 

If the monitor is to be tested, the Display Test is run with the letter “X” across 
the screen, the Character Set Test is run, and finally the Scroll Test is run for 50 
repetitions. For more information on these tests, refer to Chapter 5. 

If the printer is to be tested, the Sliding Alpha Test is run for 35 repetitions, 
and then the Character Set Print Test is run. The Echo Character Print Test then 
runs with the letter “E” across one line. The Horizontal Tab Test and Line Space 
Test are each run through once. For more information on these tests, refer to 
Chapter 6. 

If the disk drive is to be tested, the read/write test is run, with records filling the 
disk and then being read back. The disk drives include some of the most delicate 
components of the entire system, and should be tested after repair. For more 
information on the read/write test, refer to Chapter 7. 

The Exerciser begins with the monitor diagnostics, then goes to the printer 
diagnostics, and finally to the disk drive diagnostics. When complete, the Exer- 
ciser cycles back to the monitor to repeat the process. This cycle continues until 
the CTRL RESET is pressed to interrupt the Exerciser. Upon interruption, the 
message, “TOTAL PASSES THROUGH ЕХЕКСІЗЕК-Х”, is displayed to indi- 
cate the number of cycles the Exerciser has run. 

Because the Exerciser tests the three major components of the Apple II system: 
the monitor, printer, and disk drive(s), it can indicate whether there is a system 
problem. If it's an obvious problem, it will probably surface immediately. If there 
is a marginal or intermittent problem elsewhere in the system, it will show up 
within a 12-hour burn-in run of the Exerciser. 

The System Exerciser module operates under BASIC, like the rest of the 
System Diagnostic Program. Because of this, the Exerciser is also testing an 
extensive section of the system unit's machine instructions through BASIC, 
which is written in the CPU machine language. 


RUNNING THE SYSTEM EXERCISER 


When you are ready to run the System Exerciser on the Apple II, make sure 
that the components are ready for hours of testing. If the printer is part of the test, 
load it with a sufficient quantity of continuous form paper. Check that there is 
enough ribbon to last throughout the duration of the printer test. 

Blank, formatted diskettes should be inserted into each of the drives being 
tested. Although you might wish to dim the monitor display, there is no danger 
from etching (see Chapter 5 for more information about etching), because the 
display is continuously changing. 
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Torun the System Exerciser, follow the instructions provided in “Running the 
Diagnostic Program” in Chapter 2. Then from the System Diagnostic Main 
Menu, press E to initiate the Exerciser module. The screen will clear and a prompt 
will ask you if the monitor is to be tested, yes or no. Enter Y or N and press RETURN. 

A second prompt asks if the printer is to be tested. Again, enter Y or N. If the 
answer is yes, you are then prompted to enter the printer carriage length and the 
printer controller slot number. 

A third prompt asks if the disk drive(s) are to be tested. Enter either Y or N. Ifthe 
answer is yes, you are then prompted to enter the number of drives to be exer- 
cised. Using the Exerciser, all the disk drives on the Apple II сап be tested 
sequentially. Enter the appropriate number between 1 and 6 to indicate the 
number of drives you wish to test. 

The program then prompts you for the slot number of each of the drives to be 
tested. Enter the appropriate number, 0 through 7, as indicated on the expansion 
slot itself. If running a IIc, specify slot 6. 

Finally, the program prompts you to enter which drive is to be tested. Each 
drive board can control two disk drives, drive 1 or 2. Enter the disk address for the 
drive to be tested for that board (Fig. 9-1). 


TEST MONITOR? 


TEST PRINTER? (Y OR N)-Y 
ENTER PRINTER CARRIAGE LENGTH: 
(80 OR 132)-80 
ENTER PRINTER CONTROLLER SLOT NUMBER 
(0-7)-1 


TEST DISK DRIVE(S)? (Ү ОК М)-Ү 
HOW MANY DRIVES ТО ТЕ5Т-2 
ENTER DRIVE CONTROLLER SLOT NUMBER 

(0-7)-6 

ENTER DRIVE NUMBER (1 ОК 2)-1 

ENTER DRIVE CONTROLLER SLOT NUMBER 

(8-7)-6 

ENTER DRIVE NUMBER (1 OR 2)- 


Fig. 9-1. System exerciser module prompts. 
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Any combination of Exerciser parameters can be selected. Once these parame- 
ters are all entered, the program begins exercising the system. If the monitor is 
included in the Exerciser, the screen is filled with Xs for the Display Test. The 
screen then clears and runs through the Character Set Test. Finally, the Scroll 
Test is run for 50 repetitions. 

If the printer is included in the Exerciser, the printer tests begin upon comple- 
tion of the monitor testing. 35 repetitions of the Sliding Alpha Test are printed. It 
runs through the Character Set Print Test, and then prints a line of Es for the Echo 
Character Print Test. The Horizontal Tab Test, and finally the Line Space Test 
are run, providing you with a thorough printer test. 

If the disk drive(s) are included in the Exerciser, the disk drive test begins upon 
completion of the printer testing. The write/read test is run on each disk drive 
specified for testing. 

After this is completed, the program loops back and tests the monitor again, 
then the printer, and so forth. The Exerciser runs in this continuous loop, running 
the tests in a repeated cycle. If all three subsystems are included in the Exerciser, 
one cycle takes approximately 25 minutes, with 20 of those minutes devoted to 
the disk drive portion of the test. 

Press CTRL RESET to halt the Exerciser. This ends the System Exerciser module, 
and as a result, halts the entire System Diagnostic Program. To return to the 
Exerciser, enter GOTO 4300 at the Applesoft BASIC right bracket prompt. The 
system returns to the System Diagnostic Program at line 4300 in the code. 

At this point, a message is displayed indicating the number of passes the 
program has completed. The system then prompts to enter any character to end 
the diagnostic. Once this is done, the System Diagnostic Program displays the 
System Diagnostic Main Menu. 

If the Exerciser is interrupted while running the disk drive test, there could be a 
file called “TEST” in the diskette’s catalog listing. Delete this file from the 
diskette. Normally the diagnostic removes this file after its run is completed. 

If one ofthe tests fail, the Exerciser halts. So if the printer runs out of paper, or if 
something happens to the disk drive, the program will stop at the point at which 
the problem took place. An error message generated by the Apple operating 
system or by the disk drive diagnostic error handling routine might be displayed, 
indicating the problem and the appropriate action to be taken. If it is a problem 
for which there is no error message, the program simply halts at the point where 
the error occurred, and you can probably see for yourself what the problem is. 


HOW THE SYSTEM EXERCISER MODULE WORKS 


When you choose E from the System Diagnostic Main Menu, the program 
branches to line 4000 for the beginning of the System Exerciser module (Fig. 9-2). 


4000 REM SYSTEM EXERCISER 


4000 
4010 


4020 
4030 
4040 
4045 
4050 


4055 


4060 


4070 
4080 
4090 
4100 


4105 


4110 
4120 
4130 
4140 
4150 
4160 
4170 
4180 
4190 
4200 
4300 


4310 
4320 
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REM SYSTEM EXERCISER 

HOME :PS = 0:ЕХ = 1: PRINT TAB( 10) "SYSTEM 
EXERCISER": PRINT 

INPUT "TEST MONITOR? (Y OR N)-";M$: PRINT 
INPUT "TEST PRINTER? (Y OR N)-";P$ 

IF P$ = "Y" OR PS = "y" THEN GOTO 4050 
GOTO 4060 


PRINT " ENTER PRINTER CARRIAGE LENGTH": 
INPUT " (80 OR 132)-";W: IF W < > 132 THEN 
W = 80 

INPUT " ENTER PRINTER CONTROLLER SLOT 
NUMBER-": INPUT " (0-7)-";SL: IF SL < 0 OR 


SL > 7 THEN SL = 1 
PRINT : INPUT "TEST DISK DRIVE(S)? (Y OR N)-"; 
DD$ (0) 


IF р0$(0) = "М" OR DD$ (0) = "n" THEN СОТО 4120 
INPUT " HOW MANY DRIVES TO TEST-";DD(0} 

FOR I = 1 TO DD(0) 

INPUT " ENTER DRIVE CONTROLLER SLOT NUMBER": 
INPUT " (0-7)-";SS(I): IF SS(I) < 0 OR 

SS(I) > 7 THEN SS(I) - 6 

INPUT " ENTER DRIVE NUMBER (1 OR 2)-";DD(I): 


IF DD(I) < 1 OR DD(I) > 2 THEN DD(I) = 1 

NEXT I 

IF MS = "М" OR MS = "n" THEN GOTO 4140 

AS = "X":A = 50: GOSUB 510 

IF PS = "N" OR PS = "n" THEN GOTO 4160 

AS = "Е":Х = 35: GOSUB 1320 

IF р05 (0) = "N" OR DDS(0) = "n" THEN GOTO 4200 
FOR Q = 1 ТО DD(0) 

S = §S(Q):D = DD(Q): GOSUB 2500 

HOME : NEXT Q 

PS = PS + 1: GOTO 4120 

HOME : PRINT DS$;“CLOSE TEST": PRINT D$: PRINT 
TAB( 10)"SYSTEM EXERCISER": PRINT 

PRINT "TOTAL PASSES THROUGH EXERCISER-";PS 
PRINT "PRESS ESC TO END TEST": GOSUB 8000: 

EX = 0: POKE 216,0: GOTO 50 


Fig. 9-2. System exerciser module listing. 


Line 4010 clears the screen and positions the cursor with the HOME instruc- 
tion. Variable PS, which will count the number of cycles through the Exerciser, is 
set to 0. The EX Exerciser flag is set to 1, indicating throughout the various tests 
that the Exerciser has control of the program. Finally, the diagnostic title is 
displayed on the screen. 
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4010 HOME :PS = 0:EX = 1: PRINT TAB( 10)“SYSTEM EXERCISER”: PRINT 


Line 4020 through 4110 provides the prompts necessary for you to set up the 
Exerciser for the subsystems to be tested. Line 4020 asks whether or not the 
monitor is to be tested. Your Y or N response is placed into variable M$. 


4020 INPUT “TEST MONITOR? (Y OR М№)-”;М$: PRINT 


Line 4030 asks whether or not the printer is to be tested. Your Y or N response 
is placed into variable P$. 


4030 INPUT "TEST PRINTER? (Y OR N)-”;P$ 


If you choose to test the printer, line 4040 directs the program to line 4050 to 
prompt for the printer carriage length. 


4040 IF P$ = "Y" OR P$ = "y" THEN GOTO 4050 


If you chose not to test the printer, the program will proceed to line 4045. This 
line branches the program to line 4060 in order to skip the subsequent printer 
prompts. 


4045 GOTO 4060 


Line 4050 prompts you to enter the printer carriage length, either 80 or 132. 
The response is stored in variable W. If W is not equal to 132, it is set to 80. 


4050 PRINT “ ENTER PRINTER CARRIAGE LENGTH":INPUT “ (80 OR 132)-^W: 
IF W < > 132 THEN W = 80 


Line 4055 prompts you to enter the number of the slot which contains the 
printer controller. Your response is stored in variable SL. If you enter a number 
other than 0 through 7, SL is set to 1, which is the traditional slot for the printer 
controller. 


4055 INPUT “ ENTER PRINTER CONTROLLER SLOT NUMBER-": INPUT “ (0-7)-”;SL: 
IF SL < 0 OR SL > 7 THEN $1 = 1 
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Line 4060 asks whether or not the disk drives are to be tested. Your Y or N 
response is stored in variable DD$(0). 


4060 PRINT : INPUT "TEST DISK DRIVE(S)? (Y OR N)-"; DD$(0) 


If you chose not to test the disk drive, line 4070 branches to 4120. This skips 
around the subsequent prompts for more disk drive test details. 


4070 IF DD$(0) = “М” OR DD$(0) = “п” THEN GOTO 4120 


If you did choose to test the disk drive, the program proceeds to line 4080. Line 
4080 asks you for the number of drives to be tested. The response is stored in 
variable DD(0). 


4080 INPUT " HOW MANY DRIVES TO ТЕ5Т-”;00(0) 


Line 4090 begins a FOR-NEXT loop which asks two more questions about the 
disk drive. The loop increments for as many times as there are drives to be tested, 
as indicated in variable DD(0). In other words, if you specified three drives to be 
tested in line 4080, the loop runs through three cycles. 


4090 FOR 1 — 1 TO DD(0) 


Line 4100 prompts for the slot number of the controller for the drive to be 
tested. The response, which should be between 0 and 7, is stored in variable SS(I). 
If the value in SS(I) is not between 0 and 7, it is automatically set to 6, which is the 
traditional slot location for the drive controller. 


4100 INPUT “ ENTER DRIVE CONTROLLER SLOT NUMBER”: INPUT “ (0-7)-”;SS(I): 
IF SS(I) < 0 OR SS(I) > 7 THEN SS(I) = 6 


Line 4105 prompts for the number of the drive to be tested. The response, 
which should be 1 or 2, is stored in variable DD(I). If the value in DD(I) is not 1 or 
2, it is automatically set to 1. 


4105 INPUT “ ENTER DRIVE NUMBER (1 OR 2)-";DD(I:IF DD(I) < 1 OR DD(I) > 2 THEN 00(1) = 1 
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Line 4110 increments the I loop with the NEXT instruction. 
4110 NEXT | 


Line 4120 begins actual processing of the Exerciser. Variable M$ is checked 
first. If it is equal to N, the program branches down to line 4140. 


4120 IF M$ = “М” OR M$ = “п” THEN GOTO 4140 


If variable M$ is equal to Y, the program proceeds to line 4130 to process the 
monitor test portion of the Exerciser module. Monitor test variables are set. A$ is 
set equal to X, for the character to be used in the Display Character Test. Variable 
A is set equal to 50, for the number of repetitions in the Scroll Test. Then the 
program branches to line 510, which is the Monitor Diagnostic module. The 
monitor portion of the Exerciser is run. 


4130 A$ = “Х”:А = 50: GOSUB 510 


After the monitor Exerciser tests are completed, and the program encounters а 
RETURN, the program returns to line 4140. If variable P$ is equal to N, meaning 
the user chose not to test the printer, the program branches to line 4160. 


4140 IF P$ = “N” OR P$ = "n" THEN GOTO 4160 


If variable P$ is equal to Y, the program proceeds to line 4150 to process the 
printer test portion of the Exerciser module. A$ is set equal to E, for the Echo 
Character Print Test, and X isset equal to 35 for the Sliding Alpha Print Test. The 
program then branches to line 1320, which is the Printer Diagnostic module. The 
printer portion of the Exerciser is run. 


4150 Аф = “E”:X = 35: GOSUB 1320 
When the printer Exerciser tests are completed, and the program encounters 
the RETURN instruction, the program returns to line 4160. If variable DD$(0) is 


equal to N, meaning you chose not to test the disk drives, the program branches to 
line 4200. 


4160 IF DD$(0) = “М” OR DD$(0) = “п” THEN GOTO 4200 
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If variable DD$(0) is equal to Y, the program proceeds to line 4170 to process 
the disk drive test portion of the Exerciser module. Line 4170 initiates a FOR- 
NEXT loop which will loop through the disk drive tests for as many times as there 
are disk drives to test, as indicated in variable DD(0). 


4170 FOR 0 = 1 TO DD(0) 


Line 4180 sets the disk drive test variables. S, the drive controller slot number, 
is set equal to SS(Q). Variable D, the drive number is set equal to DD(Q). These 
arrays hold the slot and drive numbers for the specific disk drives you wish to test. 
Then the program branches to line 2500, the Disk Drive Diagnostic module. 


4180 S = SS(Q):D = DD(Q): GOSUB 2500 


After the first loop through the disk drive test is completed, and the RETURN 
instruction is encountered, the program returns to line 4190. Line 4190 clears the 
screen and positions the cursor with the HOME instruction. The NEXT Q 
instruction increments the loop for the next drive to be tested. This loop con- 
tinues until the specified number of drives have been tested. 


4190 HOME : NEXT 0 


After all the loops through the disk drive test have been completed, line 4200 
increments the Exerciser pass counter PS. The program then branches to line 120 
to begin another pass starting with the monitor tests again. This loop cycles 
continuously until you press CTRL RESET. 


4200 PS = PS + 1: GOTO 4120 


After you press CTRL RESET, the Exerciser halts, and the program quits to the 
Applesoft BASIC environment. The user then enters a GOTO 4300 in this 
environment, and the program is reinstated at this point. Line 4300 clears the 
screen and positions the cursor. The disk is closed, and the test title is displayed on 
the screen. 


4300 HOME : PRINT D$;“CLOSE TEST": PRINT D$: PRINT TAB( 10)"SYSTEM EXERCISER”: PRINT 
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Line 4310 displays a message indicating the number of passes made through 
the Exerciser, using the PS counter from line 4200. 


4310 PRINT “TOTAL PASSES THROUGH EXERCISER-”;PS 


Line 4320 prompts you to press the ESC key to end the test, and then branches 
to the Get-a-key subroutine at line 8000 to wait for the key. The EX flag is set back 
to 0. The POKE statement turns the disk drive’s special error handling routine 
off. Finally, the program branches back to line 50, to display the System Diagnos- 
tic Main Menu. 


4320 PRINT “PRESS ESC TO END TEST": GOSUB 8000: EX = 0: POKE 216,0: GOTO 50 


10 


Writing Diagnostics 
for Other Peripherals 


It is important to be able to isolate and identify the source of any problem in your 
Apple II system. The Apple II System Diagnostic Program provides the means for 
locating problems іп your system unit, keyboard, monitor, printer, disk drives, or 
serial communication interface. Based on the results, you can then make repairs 
on the indicated subsystem. 

However, if your system uses peripherals not covered by this program, it might 
be advantageous to write new diagnostic modules for them. In this way, the 
System Diagnostic Program can grow with your computer system, and new or 
different components will not be excluded from the diagnostic loop that tests the 
rest of the system. 

Using the game paddle as an example, this chapter will demonstrate and 
explain how to research and identify the basic functions ofa new device, as well as 
the types of problems you might experience using it. This information will then 
lead you to determine the kinds of tests necessary for an effective diagnostic 
module. Flowcharting and coding advice will be provided, along with integration 
and testing procedures. 

If you are not familiar with BASIC, refer to Chapter 2, “Тһе System Diagnostic 
Program." That chapter briefly describes the Applesoft BASIC commands used 
throughout the System Diagnostic Program. It also points out other resources for 
learning and using BASIC in more depth. 
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TYPES OF MICROCOMPUTER PERIPHERALS 


There are numerous interesting peripheral devices available for the Apple II 
systems. These peripherals include digitizer tablets which allow drawing and 
drafting on the computer. Voice recognition devices can recognize voice patterns 
and even respond to verbal commands. Voice synthesizers can speak words, 
sentences, and can even carry on conversations. 

Other popular peripheral devices include the bar code reader, light pen, 
mouse, and video cassette recorder. Apple game paddles and joysticks are used 
with various interactive games. 

Additionally, more and more devices are being invented and marketed for the 
Apple II computer user. 


DEVELOPING A NEW DIAGNOSTIC MODULE 


Begin considering the development of a diagnostic module for the new peri- 
pheral as soon as you have acquired a degree of familiarity with it. After this new 
device becomes an integral part of your permanent system, and not just a new toy, 
then it is time that its own diagnostic should be developed. The diagnostic must 
be developed before a malfunction occurs. 

If you are apprehensive about writing your own diagnostic module, particu- 
larly if you have never programmed before, just remember that programming is 
based on accomplishing a task in a very logical manner. You know where you 
want to go, you know what the objective is. If you don’t know what you’re trying 
to accomplish, there is no way you can write a program. 

First determine the tasks your program has to accomplish. Then decide what 
needs to be displayed on the screen. Work backwards from these objectives and 
determine how to complete these tasks through a program, within the constraints 
of BASIC commands, syntax, and formats. 

When professional software developers create a new software program, they 
have specific methods which help them determine the objectives of a program. 
These methods help them design and finally write the program so that it success- 
fully meets the original objectives and accomplishes the necessary tasks. It is nota 
haphazard method with programmers quickly brainstorming about a new kind of 
program and immediately writing code. Rather, programming is an extremely 
logical process in which well-developed detail and organization skills are neces- 
sary for success. The process of developing a program includes the following 
phases: 


е needs analysis 
е system design 
* program analysis (flowcharting) 
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* program preparation (coding) 
e module testing 

* integration 

* integrated program testing 


Professional software developed in a corporate environment, can have a devel- 
opment cycle lasting from three months to two years. However, a module con- 
sisting of simple diagnostic routines might only take a few days. Nonetheless, 
each development phase is necessary for a good program that accomplishes its 
objectives. People have been successfully programming computers in this man- 
ner for almost forty years. 


Needs Analysis 


A needs analysis consists of the research and subsequent determination of the 
particular problems to be solved, and the tasks to be accomplished. These require- 
ments must be clearly defined well before any coding begins. 

Performing a needs analysis for a new device diagnostic module consists of: 


* reading the device documentation 
* working with the device itself 
* determining potential device problems 


Read the Device Manual. Read the device documentation as soon as you 
obtain the new peripheral. This will familiarize you with the new device, indicate 
how to use it most efficiently, and show what information is available and where it 
can be found. Specifically, the manual provides instruction on the proper instal- 
lation, setup, use, operation, maintenance, and troubleshooting of the device. 

The documentation first covers unpacking and installation instructions, 
which should be followed carefully to minimize potential problems. Then the 
manual describes operation, the various functions and special features, and gives 
examples of applications and capabilities. Procedures for various options and 
settings are provided as necessary. The manual also covers the integration of the 
device with other system components and software. Suggestions are provided on 
existing hardware and software setup in order for the new device to work properly 
and efficieritly. 

If applicable, the documentation describes how to install accompanying soft- 
ware and how to program the device. The manual usually includes a trouble- 
shooting guide which outlines problems that can occur and suggests remedial 
procedures to follow in response to these problems. 

Examine the troubleshooting guide as a first step to developing a new diagnos- 
tic module. This will familiarize you with typical problems for which the diag- 
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nostic can test. The troubleshooting guide provides information about the partic- 
ular device, but does not take into account the software running with the device, 
the hardware configuration of the system, or the type of interface. In other words, 
the troubleshooting guide does not know your particular system, and therefore, 
cannot specifically address exact troubleshooting requirements. It would be im- 
possible for any troubleshooting guide to consider all these factors, simply be- 
cause there are an infinite number of possibilities and combinations. 

Because of this, it is clear that you can gain a greater benefit from developing a 
customized troubleshooting diagnostic for the device as it works with your partic- 
ular system. 

Work with the Device. After reading the documentation, unpack and install 
the device. In order to develop a new diagnostic module for a new peripheral, 
learn everything possible about how the device functions. 

Find out specifically what the device is intended for and designed to do. Why 
did you buy it? What does it do? Experiment with the device. Explore its possibili- 
ties. Try to do real work (or play) with it. This will demonstrate its true functiona- 
lity and limitations as you fully use the device in an actual application. 

Determine Potential Device Problems. Once you know the functions of the 
device, take the inverse of these functions to consider the device’s potential 
problems. In other words, 1Ёа device is supposed to perform a particular function, 
a potential problem is simply that it does not perform this function. Further 
research in the device’s troubleshooting guide will provide you with more de- 
tailed information about potential problems. This will probably be your best 
resource. 


System Design 


The system design phase uses the results of your research and problem identifi- 
cation that took place in the needs analysis phase. System design addresses the 
problems and tasks, and determines how the program will solve the problems and 
complete the tasks. 

For the system design phase of developing the device diagnostic module, use 
the potential device problems identified in the needs analysis phase to determine 
what types of tests should be included in the new device module. To do this, create 
a simple table that will help keep track of your thoughts. In the first column, jot 
down the potential device problem. In the second column, indicate the working 
name of the test you would like to develop to check for that problem. In the third 
column, briefly describe the functions the test will perform, and what it might 
look like (Table 10-1). This table will help organize your thoughts and assist with 
the design of the diagnostic test routine. 

Note that one test might be able to check for two or three different problems. 
Be careful not to create too many redundant tests, when one test would satisfacto- 
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Table 10-1. System Design Table. 


rily do the job. Keep the module as simple and efficient as possible, at the same 
time being effective and thorough. 

Beaware that there might be other problems which no software test will be able 
to diagnose. These might include those types of problems in which something 
physical must be done with hardware, and cannot be diagnosed through software. 


Program Analysis (Flowcharting) 


The program analysis phase lets you design the actual program, taking into 
consideration the overall logic and flow of the program. Program analysis is done 
with a graphic aid called a flowchart. The program flowchart is a detailed picture 
that represents the process, or flow, of steps to be performed within the computer 
to produce the desired results. The flowchart provides the road map that will be a 
guide when writing the program code. 

Write a separate flowchart for each test identified in the system design table. 
Each test is considered a sub-module of the device diagnostic program, which in 
turn will eventually become a module of the entire Apple II System Diagnostic 
Program. 
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Program analysis actually consists of creating two different flowcharts: the 
system flowchart in a plain English organizational overview, and the program 
flowchart being the bridge between plain English and BASIC, indicating the 
specific program flow and structure. 

Flowcharting Symbols. Although there are numerous flowcharting symbols in 
existence, only five are needed for the purposes of charting a device diagnostic 
program. As shown in Fig. 10-1, these symbols are: 


е terminal 

• input/output 
е processing 

* decision 

* connector 


connector Fig. 10-1. Flowcharting symbols. 
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The oblong terminal symbol represents the beginning and end of a program. 

The parallelogram input/output symbol represents any I/O function. This can 
include input data to be read into the CPU, and output information to be 
displayed on the screen or sent to the printer. 

The rectangular processing symbol represents computer processing opera- 
tions. Arithmetic and data movement instructions are typical of the types of steps 
included in the processing symbols. 

The diamond-shaped decision symbol represents a place within the program at 
which the computer must make a decision based on logic/comparison opera- 
tions, also performed by the computer. Exit paths from the decision symbol are 
usually determined by a yes or no answer to aconditional statement written in the 
form ofa question. Ifthe computer results indicate a yes, the program branches in 
one direction. If the results indicate a no, the program branches in another 
direction. 

The round connector symbol is used when additional flow lines might cause 
confusion and reduce rather than enhance understanding of the program flow. It 
is usually identified with a number or letter, and connects with a matching 
connector symbol by the same number or letter indicated elsewhere in the flow- 
chart. 

Arrows connect the various flowcharting symbols together to indicate the 
direction (or any change of direction) in which a program or segment of a 
program will flow (Fig. 10-2). 

System Flowchart. Creating the system flowchart is the first stage of program 
analysis and flowcharting. The system flowchart expresses the fundamental ideas 
of the program. 

The general order in which the program will flow to attain the desired results is 
abstracted in this flowchart. The system flowchart also lists the intermediate 
functions to be carried out. This technique lets you think out the program as a 
whole without being concerned about more specific details, such as where loops 
and branches need to occur. 

Figure 10-3 is an example of a system flowchart for a simple program segment 
asking users to enter their name, and then greeting them by name. 

Program Flowchart. The program flowchart is based on the system flowchart, 
but is far more detailed. Following the order and task listing detailed by the 
system flowchart, the program flowchart actually charts the inputs, branches, 
decisions, loops, and other structural details of the program. It is the implemen- 
tation of the system flowchart. While the system flowchart lists the necessary tasks 
to achieve a desired goal, the program flowchart shows specifically how these 
tasks will be completed in the program. Figure 10-4 shows the program flowchart 
based on the system flowchart shown in Fig. 10-3. 

If your design of the device diagnostic module includes more than one test, you 
will probably have several system flowcharts, representing each of the sub-mod- 
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clear screen 


reset variables 
to zero 


ask to enter 
yes or no 


yes 
variable 
A$ 


display 
“thank you" 


display "sorry" 


Fig. 10-2. Flowchart. 
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clear screen 
and position 
cursor at 
home 


ask user to 
input name 


input “enter 
your пате-" 


user inputs 
name 


get user 
Input, 
place in A$ 


greet user by 
name on the 
screen 


print "Hello" 
and A$ on 
screen 


Fig. 10-3. System flowchart. 


Fig. 10-4. Program flowchart. 


ule tests. Create a separate program flowchart for each of the separate system 
flowcharts. When these are all completed, connect all the flowcharts together in 
the order required to create one flowchart for the entire device diagnostic module. 

Ifthe system flowchart includes a step which you do not know how to translate 
into the program flowchart, some additional research will be needed. Refer to a 
BASIC manual, the Applesoft BASIC reference guide, and the device manual for 
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further information on how to program for a particular task. Include details of 
your research results in the flowchart, so it will not be necessary to look it up again 
when it is time for the coding stage. 

Although the program flowchart does not generally use the BASIC commands, 
the name of the BASIC command might incidentally be included in a given 
flowchart box. If desired, include the pertinent BASIC command in the flowchart 
box to which it applies. This additional level of detail can help later when coding. 

Make the program flowchart as detailed as possible. The more detailed the 
flowchart is, the easier and more trouble-free the coding will tend to be. The 
objective is to establish the program's flow and logic to the point where the 
program can easily be written. 


Program Preparation (Coding) 


After the program flowchart is diagrammed, begin the program preparation 
phase — the actual coding of the new device diagnostic program. 

When developing a new test, first make sure that all aspects of the system are 
functioning properly. А good way to do this is to run the System Exerciser for 
several cycles and see whether any errors are encountered. Do not develop a test 
on a malfunctioning system, or with a peripheral that is experiencing a problem. 
Ifa test were developed on a malfunctioning system, as soon as the problem were 
fixed, the results ofthe test might well be misleading, and the test code itself could 
become obsolete. 

Write a standalone version of the new device diagnostic module. Translate all 
steps of the program flowchart from English into BASIC. Use line numbers in 
increments of ten so that there is space to insert lines later if something was 
forgotten, a bug needs to be fixed with another line, or if additional functionality 
necessitates additional lines of code. 

The following is the completed BASIC code based on the program flowchart 
shown in Figure 10-4. 


10 HOME 

20 INPUT "Enter your name-";A$ 
30 PRINT "Hello ";А$ 

40 END 


Begin the line numbers around 6000, or wherever the System Diagnostic 
Program ended, so that subsequent integration into the System Diagnostic Pro- 
gram will be easier. This will eliminate the need for renumbering the program 
upon integration, which is a very tedious process, and could cause more prob- 
lems. 
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Refer to the code of existing modules as listed in the individual chapters or in 
the Appendices, to familiarize yourself with the techniques used in coding those 
modules. 

It might be necessary to stop several times throughout the coding process to do 
further research. Find out which BASIC commands perform a particular func- 
tion, what the syntax of that command is, as well as what kinds of parameters the 
command includes. The Applesoft BASIC manual and device documentation 
are the best resources for this information. They also provide examples. Try these 
examples to get a feel for how the command works. When convinced that this is 
the proper command to use for this application, include it with the necessary 
parameters and variables in your device diagnostic program. 

While writing the code, save the program to disk periodically, perhaps once 
every five or ten minutes. This will avoid the loss of valuable work in the event ofa 
power or system failure. 

After you finish with a segment of the program in which a particular task is 
begun, processed, and completed, save the program to disk and try it out. It’s 
easier to pinpoint simple problems this way, rather than waiting until the entire 
program is written to try it out. It is also encouraging and gratifying to find out 
instantly that the program is working as expected. 

When it seems like the program code is complete, and functions are working as 
expected, save the program and create a backup. Print out a program listing and 
continue to the module testing phase. 


Module Testing 


There is no such thing as a perfect, bug-free program, no matter how experi- 
enced and talented the programmer is. Just as there might have been problems 
while programming the module, there will probably be problems after the pro- 
gram is completely written. These bugs might manifest themselves by the pro- 
gram simply not working, the program crashing when trying to perform a certain 
function, the program doing something other than what is expected, or it might 
be something as simple as a display not looking quite right on the screen. 

Because of these bugs, the module testing phase is extremely important and 
necessary. Test the new device diagnostic module thoroughly as a standalone 
program before integrating it with the System Diagnostic Program. Try out each 
and every function possible. Wherever different values are to be input by the user, 
try every different value and combination imaginable. Particularly use extreme 
values, such as very high values and very low values, and make sure the program 
can accommodate these inputs without breaking down. Also find out how the 
program handles the input of incorrect values and conditions. 

When a bugis found, see if it is repeatable. Then try out other variations of this 
action to see if it causes the same result. This will provide you with more informa- 
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tion on how to fix the bug. Make notes on the program listing, such as the lines 
where you think the bug might exist, and possible solutions. 

After you have sufficient information about the bug, list the code and edit the 
appropriate lines. It may be necessary to do additional research to find out why 
the problem is happening in the first place, and to get ideas on possible solutions. 

When you believe the bug is fixed, try the program out again. Go through the 
same sequence of events that lead up to the bug occurring, and see whether it 
happens again. Try all the different values and combinations imaginable. When 
finally satisfied that the bug is fixed in this particular place, try all the other 
functions with different values and combinations as well. Often fixing a bug will 
create another bug. 

When you feel that the program is thoroughly tested and edited, and that it can 
withstand any condition without a bug cropping up, hand the program over to 
someone else for testing. It is a general rule that the programmer cannot thor- 
oughly test his own program. In fact, professional software development compa- 
nies often have a separate testing or quality assurance group, whose sole function 
is to test software after coding is complete. This is because as the programmer, you 
are too familiar with your own work, and as a result, you can become blind to 
certain aspects of the program. An outside, impartial user is the truest test of the 
new program. 

Have the tester follow the same general testing techniques described above. 
They will invariably try different functions, different values, different limits, and 
different combinations than you might have ever considered. As a result, the 
tester might find additional bugs to be fixed. This is the best way to create a good 
program as close to perfection as possible. 

After all testing cycles are completed, you can finally feel confident about 
integrating the diagnostic program as a new module in the System Diagnostic 
Program. 


Integration 


The integration phase consists of appending the program code to an existing 
program, in this case the System Diagnostic Program, and making sure that the 
two programs work together harmoniously without adversely interfering with 
one another. Integration also consists of editing lines of code so that the two 
programs are intermeshed, using each other’s resources and subroutines, and 
referring appropriate parts of one program to parts of the other so that they work 
together as one cohesive program. 

When you insert the new module into the System Diagnostic Program, modify 
lines 50 through 190 of the program where the Main Menu module resides. Add 
the module’s title and identifier to the PRINT statement that lists the menu 
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options on the screen. Also, insert the appropriate IF statement for the new 
module so that the program branches to the proper line number where the new 
code begins. Once this is done, add the code to the program. Have the line 
numbers of the new code begin around 6000, or wherever the last diagnostic 
module stopped. 


Integrated Program Testing 


When the new diagnostic program is fully integrated into the System Diagnos- 
tic Program, a final integrated program testing phase is necessary. Carry out the 
same testing procedures on the new module as before. Some other bugs might 
crop up as a result of being a part of the larger program. The two programs might 
interact with one another in an adverse way, and these kinds of bugs must be 
discovered before using the revised program for actual diagnostics. 

For the same reason, test all the other modules in the System Diagnostic 
Program. Find out whether the new program is interfering with the normal 
operations and integrity of the existing module. Fix any bugs found in the new 
diagnostic, and cycle the testing again, until no more bugs are discovered. 

At this point, all program development phases are finally completed. Save the 
newly revised program, and back it up on another diskette. The new program is 
now ready for actual use in a diagnostic situation. 


DEVELOPING THE GAME PADDLE 
DIAGNOSTIC MODULE 


Up to this point, development of a new device diagnostic module has been 
treated in generalized terms. Provided in this section is a concrete example to 
make the development process clearer. This example uses the game paddle as the 
new peripheral for which a diagnostic module will be developed. The step-by-step 
process includes researching the functions and potential problems of the game 
paddle, designing the flowcharts for the Game Paddle Diagnostic, developing and 
testing the new code, and finally integrating and testing the new program as a new 
module in the System Diagnostic Program. 

Between the general principles outlined in the previous section and the con- 
crete examples described in this section, you should be able to gain a good 
understanding of how a diagnostic module can be developed for any peripheral 
added to your Apple II system. 


Functions of the Game Paddle 


The game paddle is a pointing and firing device (Fig. 10-5) used to either 
position an object on the screen, or to fire a graphic object, like a missile, at 
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another graphic object, as part of a game. A jet airplane can be flown, a graphic 
robot can be moved, or a laser cannon can be controlled with the game paddle. 

The game paddle is a mechanical device which consists of a tracking wheel 
controlled by a potentiometer, and a fire button controlled by a switch. A cable 
connects it to the motherboard in one of the two game paddle sockets (Fig. 10-6). 
Each game paddle socket can accommodate two game paddles. This means the 
system can allow up to four game paddles at the same time. 

Tracking a Graphic Object. Depending on the application software using the 
game paddle, a certain object on the screen is programmed to move in accordance 
with the movement of the game paddle control wheel. When the wheel is turned 
toward the right, or clockwise, the object on the screen tracks to the right. When 
the game paddle is turned toward the left, or counterclockwise, the object tracks 
to the left. The game paddle control causes the particular object on the screen to 
follow its movements. 

A potentiometer varies the signal received by the game port according to the 
direction, speed, and extent to which the user is turning the game paddle wheel. 
This operation is very similar to that ofa light dimmer switch. The varying signals 
cause different results in the game, usually positioning an object at a certain place 
on the screen. 

Pressing the Fire Button. When you press the fire button, you generally cause a 
particular graphic to move quickly, as if shot, from the object being controlled by 
the wheel to wherever the object is pointing. The graphic usually represents 
something like a bullet, missile, or cannonball being shot from one location to 
another in a game. 


Fig. 10-5. The game paddle. 
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Information about the Game Paddle 


There are several sources that can provide the information necessary to write a 
game paddle program, particularly a diagnostic program. The Applesoft BASIC 
manual has a great deal of valuable information for programming in Applesoft 
BASIC. The game paddle user manual might provide more specific information. 
The amount of information included in the game paddle manual depends on the 
manufacturer. The manual will often include information on installation and 
maintenance, uses and applications for the game paddle, and perhaps sample 
programs and a troubleshooting guide. 

Discover new uses for the game paddle. Any sample programs in the documen- 
tation will provide a good idea of the proper approach and special commands for 
developing a program for your own purposes. 


game paddle connector 


[тиш [шин | шя [иин 
[шиш [шиш шип [шия 
[шиш [шия [кин шия 


| 


motherboard 


paddle 1 paddle 2 
Fig. 10-6. Game paddle interface connections. 
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Game Paddle Preventive Maintenance 

Keep the game paddle clean and free of dust. Open it and spray contact cleaner 
on the potentiometer wheel and fire button switch every three to six months in 
order to keep it working freely. 


Game Paddle Troubleshooting and Repair Guidelines 


The game paddle user manual usually provides information on maintenance, 
troubleshooting, and possibly repair. This information, along with the following 
possible problems, help you decide what kinds of diagnostic tests are needed to 
troubleshoot these particular malfunctions. 


Problem: Game Paddle Does Not Work at All 


If the game paddle does not work at all, it could be a problem with the interface 
connection, the game paddle, or the system unit. To isolate the problem, try the 
following solutions in the order given. 


Solutions: 


* Make sure the game paddle is firmly seated іп its game paddle port. Unplug 
the game paddle from its socket port on the motherboard, and carefully plug 
it back in. 


If the game paddle still does not work, unplug the game paddle cable from its 
game paddle socket port, and plug it into the second port. 

If the game paddle works in the other port, then there is a problem in the 
original port in the system unit. Refer to Chapter 3 for further instructions 
on troubleshooting the system unit. 


If the game paddle does not work in any of the four game paddle ports, try 
operating the game paddle on another system. Also run the Game Paddle 
Diagnostic on the other system. If the game paddle works on the other 
system, then there is a problem with the system unit. Refer to Chapter 3 for 
system unit troubleshooting procedures. 


If the game paddle does not work on the other system, then you have a faulty 
game paddle. Spray the potentiometer wheel with contact cleaner (Fig. 
10-7). If necessary, follow the instructions in the game paddle user guide to 
open it up, and then spray the underside of the potentiometer wheel and the 
fire button switch with contact cleaner. 

Ifthe game paddle still does not work, refer to the game paddle documen- 
tation for further troubleshooting and repair instructions. 
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Problem: Game Paddle Does Not Move the Object Properly 


The game paddle should be able to move its object all the way to the left and to 
the right of the screen in a given application. If the game paddle is unable to move 
the object in this manner, or if the object shakes or moves with difficulty, then you 
have a problem with the control wheel potentiometer. 


Solutions: 


е Check the cable connection and make sure the game paddle connection is 
properly plugged into its port. 

е Following instructions found in the game paddle user guide, carefully disas- 
semble the game paddle. Spray contact cleaner onto the potentiometer. 

e Swap another game paddle onto the system, if available. If the other game 
paddle works on the system, then your game paddle is defective, and should 
be replaced. If the other game paddle does not work, then you have a 
problem with the system unit. Refer to Chapter 3 for further solutions. 


Problem: Fire Button Does Not Work 

The switch that controls the fire button can also get stuck. This would be 
indicated if the fire button is pressed, and either nothing happens or it keeps on 
firing, even after the button is released. 


Fig. 10-7. Cleaning the game paddle. 
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Solutions: 


* Check the cable connection and make sure the game paddle connection is 
properly plugged into the port. 


* Following instructions found in the game paddle user guide, carefully disas- 
semble the game paddle. Spray contact cleaner onto the fire button switch. 
This should unstick the switch. 


е Swap another game paddle onto the system, if available. If the other game 
paddle works on the system, then your game paddle is defective, and should 
be replaced. If the other game paddle does not work on the system, then you 
have a problem with your system unit. Refer to Chapter 3 for further solu- 
tions. 


Game Paddle Tests 


Once you have a fair understanding of the game paddle's functions, as well as 
its potential problems, you can determine the kinds of tests that would be most 
helpful in writing a diagnostic module. 

Based on the information under the previous Functions ofthe Game Paddle" 
and "Troubleshooting and Repair Guidelines" sections, formulate the system 
design table. This table should include potential problems, tests for those prob- 
lems, and a short description of each test. Your system design table might look 
similar to the one shown in Table 10-2. 

The Game Port Option. First of all, because the Apple II includes four game 
paddle ports, the diagnostic user instructions should include a prompt for which 
port is to be tested. This will allow discrete testing of all four ports. The four ports 
are designated as 0, 1, 2, and 3 (Fig. 10-8). 

The Tracking Test. The game paddle includes a potentiometer which deter- 
mines the direction of movement for the object it is controlling. Because of this, 


Table 10-2. Game Paddle Diagnostic System Design Table. 


Game paddle does 


Tracks movement of 
AME Vadis gone NOE Tracking Test — | wheel across the screen, 
move the object property from far left to far right 
Provides on-screen 
Fire button does not work| Fire Button Test |" sia ert сые that 
has been pressed. 
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one particularly useful test would be an on-screen display tracking the direction 
to which the game paddle is pointing. This would let you diagnose whether or not 
the potentiometer is tracking properly. 

Such a test would display a tracking gauge with a block indicating where the 
game paddle wheel is positioned along its rotational range. When you rotate the 
game paddle toward the left, the block pointer tracks along the gauge to indicate 
the wheel’s movement and direction (Fig. 10-9). Likewise, when you rotate the 
game paddle toward the right, the block tracks toward the right along the gauge. 
The far right and far left positions on the gauge match up to the game paddle’s far 
right and left extremes. 

A value can be read by a BASIC program that can be related to a position on the 
screen. In order to develop a tracking test like this, determine how information is 
sent from the game paddle to the system unit, and how this information is 
accessed. This is a relatively simple process. The position of the wheel can be 
determined by the PDL BASIC instruction, which returns a value from 0 (ex- 
treme left) to 255 (extreme right). This value can be used to arithmetically derive a 
value between 1 and 40, representing the number of columns on a low-resolution 
graphics screen display. The derived value can then be used for positioning the 
indicator block along the diagnostic gauge. A continuous loop in the program can 


GAME PADDLE DIAGNOSTIC 


ENTER THE GAME PADDLE TO TEST 
OR PRESS ESC TO END TEST 


Fig. 10-8. Game paddle diagnostic test instructions. 
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let the diagnostic continuously check whether this value has been changed, 
meaning that the game paddle has been moved. 

If the pointer fails to track along the gauge, or if the tracking is incorrect or 
inconsistent, refer to “Game Paddle Troubleshooting and Repair Guidelines” 
above for solutions to this problem. 

The Fire Test. A second test necessary for game paddle diagnostics is to test the 
fire button. When the fire button is pressed, the routine PEEKs into the appropri- 
ate game paddle memory location to check fora value greater than 127. The game 
paddle memory location for port 0, as labeled on the motherboard, is — 16287. 
For port 1, the location is — 16286. For port 2, the location is - 16285. (Due to 
inherent Apple II restrictions, the fire button for port 3 cannot be tested.) A value 
greater than 127 residing in the game paddle memory location indicates that the 
fire button has been pressed. 

The Fire Test can serve two purposes: to test the fire button, and to quit from 
the current Game Paddle port test. After you press the fire button, the Game 
Paddle Diagnostic menu will be displayed. At this point, you can test the game 
paddle on another port. 

If the fire button does not cause the Game Paddle Diagnostic menu to display, 
then the fire button is probably defective. Pressing CTRL C kills the program and 
exits to the Applesoft BASIC environment. Refer to “Problem: The Fire Button 


Fig. 10-9. Game paddle diagnostic test gauge. 
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Does Not Work” above to troubleshoot and repair the fire button. Then run the 
test again. 


The Game Paddle Module Flowchart 


Once you have determined the functions to be tested as part of the Game 
Paddle Diagnostic, and have worked out many of the testing details, the next step 
is to develop the road map for writing the actual code. This road map is drawn in 
the form of a flowchart: first the system flowchart, and then the program flow- 
chart. 

For the system flowchart, use the appropriate flowcharting symbols to list the 
general task overview, organization, and order of events to take place within the 
program. Create a separate system flowchart for the Game Port Option, the 
Tracking Test, and the Fire Button Test. Your flowcharts might look similar to 
the ones shown in Fig. 10-10. 

Based on the system flowchart, detail the program flowchart. Include all loops, 
inputs, branches, and any other processes needed for the program structure. Try 
to include the actual BASIC commands within the descriptions to help you with 
later coding. 

Have your Applesoft BASIC programming manual nearby for reference. This 
will help you research any specialized instructions used to access commands for 
the game paddle. The documentation that came with the game paddle might also 
contain additional useful information. 

Make the program flowchart as detailed as possible, to provide the most 
information. When finished, put the three segments of the flowchart together to 
form one flowchart representing the Game Paddle Diagnostic Program. 


Writing the Game Paddle Diagnostic Module 


After the flowchart has been thoroughly developed and diagrammed, the 
actual diagnostic code can be written. Again, refer to the BASIC programming 
reference books. Refer to the Appendix to see examples of how the other diagnos- 
tic modules have performed certain activities. 

Research and experiment with any special commands, instructions, formats, 
or other idiosyncracies about programming the game paddle on the Apple II. 
Save and try out each program segment while you work, to make sure everything 
is proceeding smoothly. 

The Game Paddle Diagnostic Module Listing. Based on the flowchart, the 
program code might look similar (although it could have many variations) to the 
listing shown in Fig. 10-11. 

How the Game Paddle Diagnostic Module Works. Just as it was done with the 
other modules within the System Diagnostic Program, the first order of business 
in a new module is to provide an identifying REMARK statement. This takes 
place for the Game Paddle Diagnostic module at line 5000. 


clear screen 
and home 
cursor 


display test 
screen 


ask user to 
enter paddle 
number to 
test 


accept paddle 
input 


firebutton 
pressed 


has position 


valid paddle 
changed 


number 


set program to 
accept input from 
paddle 


Store new position 


update 
screen 
display 


Fig. 10-10. Game paddle diagnostic system flowchart. 
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5000 REM GAME PADDLE DIAGNOSTIC MODULE 
5005 HOME : PRINT TAB( 12) "САМЕ PADDLE DIAGNOSTIC": 
PRINT 
5010 PRINT “ENTER THE GAME PADDLE TO TEST": 
PRINT "0, 1, 2, OR 3": 
PRINT “OR PRESS ESC TO END TEST" 
5020 С050В 8000 
5030 IF ASC (А5) = 27 THEN GOTO 50 
5040 A = VAL (А5) 
5050 IF A > 3 THEN PRINT CHRS (7): GOTO 5020 
5055 PRINT : PRINT "PRESS FIRE BUTTON TO END TEST" 
5060 GR : COLOR= 13: HLIN 10,29 AT 19 
5070 B = PEEK (-16287 + A) 
5080 IF B > 127 THEN GOTO 5140 
5090 LET X = PDL (A):X = X * 20 / 256 + 10 
5100 IF X = 2 THEN GOTO 5070 
5110 COLOR= 0: PLOT 2,20 
5120 COLOR= 13: PLOT X,20 
5130 LET 2 = X: GOTO 5070 
5140 TEXT : GOTO 5000 


Fig. 10-11. Game paddle diagnostic module listing. 


5000 REM GAME PADDLE DIAGNOSTIC MODULE 


Line 5005 clears the screen and positions the cursor with the HOME instruc- 
tion. The test title is also displayed on the screen. 


5005 HOME : PRINT ТАВ( 12) “САМЕ PADDLE DIAGNOSTIC": PRINT 


Line 5010 asks you to enter the game paddle number to be tested. This can be 
0, 1, 2, or 3. This line also informs you that the ESC key must be pressed to 
end the test. 


5010 PRINT “ENTER THE GAME PADDLE TO TEST” PRINT “ 0, 1, 2, OR 3”: 
PRINT “OR PRESS ESC TO END TEST" 


Line 5020 branches to the Get-a-key subroutine at line 8000 to get your 
response. 


5020 GOSUB 8000 


Line 5030 checks if you have pressed the ESC key, as indicated by a value of 27 
іп А$. If this is the case, the Game Paddle Diagnostic ends, and the program 
branches back to line 50 to display the System Diagnostic Main Menu. 
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5030 IF ASC (A$) = 27 THEN GOTO 50 


Line 5040 sets variable A equal to the value of A$, which was the game paddle 
number you selected in line 5020. This statement converts that string value into a 
true number as recognized by the program in variable A. 


5040 A = VAL (A$) 


If the value in variable A is greater than 3, it will be an invalid entry. Line 5050 
checks for this, and if it is the case, a beep is sounded and the program returns to 
line 5020 to let you try again. 


5050 IF A > 3 THEN PRINT CHR$ (7): GOTO 5020 
Line 5055 prompts you to press the game paddle’s fire button to end the test. 
5055 PRINT : PRINT “PRESS FIRE BUTTON TO END TEST” 


Line 5060 sets up the screen to prepare for the actual test. The GR instruction 
switches the screen to the low-resolution graphics mode. The color is set to 13, the 
numeric value for white, and this will be used to draw a white line. A horizontal 
line is then drawn at row 19 from column 10 through 29. 


5060 GR : COLOR= 13: НИМ 10,29 AT 19 


In line 5070, a PEEK is done into the memory location that holds the status of 
whether or not the fire button is pressed. This value is placed into variable B. 


5070 B = PEEK (-16287 + A) 


If the value in variable B is greater than 127, this indicates that the fire button 
has been pressed. Line 5080 checks for this, and if this is the case, the program 
branches to line 5140 which ends the Game Paddle Diagnostic and returns the 
program back to the beginning of the diagnostic, at which point you can either test 
another game paddle or return to the System Diagnostic Main Menu. 


5080 IF B > 127 THEN GOTO 5140 


If the fire button has not been pressed, the program proceeds to line 5090. This 
line locates the pointer on the gauge which indicates where the game paddle wheel 
is currently set. PDL is an Applesoft BASIC command which examines the 
position of the game paddle wheel and produces a value between 0 and 255 to 
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represent this position. The value of A can be 0, 1, 2, or 3, depending upon which 
game paddle is being tested. X is set equal to the value being returned for the game 
paddle being tested. At this point, the PDL value must be related to one of the 
low-resolution screen locations in order to paint its position on the gauge. To do 
this, the formula X * 20 / 256 + 10 is used, and the pointer is placed at the correct 
location on the gauge, depending on where the game paddle wheel is set. 


5090 LET X = PDL (A):X = X * 20 / 256 + 10 


Line 5100 checks whether the game paddle has been moved. If it has not been 
moved, X is set equal to Z, which causes the program to branch to line 5070, 
checking whether the fire button has been pressed. This continues in a loop until 
the game paddle is moved or the fire button is pressed. 


5100 IF X = Z THEN GOTO 5070 


If X is not equal to Z, then the game paddle has been moved, and the program 
proceeds to line 5110. Because the game paddle has been moved, the gauge 
pointer must be moved. The first thing that needs to be done to move the pointer 
is to erase the current pointer. To do this, the color is set equal to 0, the numeric 
value for black. The PLOT command indicates where the black is to be painted. Z 
is the column location, and 20 is the row location. Because black is being drawn 
over the pointer on a black background, the pointer is erased. 


5110 COLOR= 0: PLOT 7,20 


Line 5120 resets the color to 13, the value for white, in order to begin redrawing 
the pointer at the new location. The PLOT command indicates the location of the 
new pointer, and draws a block for the pointer, with X being the column location, 
and 20 being the row location as before. The value of the game paddle wheel 
location is stored in X, and was determined in line 5090. 


5120 COLOR= 13: PLOT X,20 


Line 5130 sets Z equal to X. This tells the program that the pointer has been 
moved. If the values of Z and X are identical, then the game paddle has not been 
moved. The program branches back to line 5070 to check again whether the fire 
button has been pressed or the paddle wheel has been moved. This loop continues 
until the fire button is pressed. 


5130 LET Z — X: GOTO 5070 
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When the fire button is pressed, the program branches from line 5080 to line 
5140. This line closes out the present game paddle test by switching from the 
low-resolution graphics mode back to the text mode with the TEXT instruction. 
The game paddle wheel gauge is erased, and the program branches back to the 
beginning of the Game Paddle Diagnostic. At this point, you can either test 
another game paddle or quit from the Game Paddle Diagnostic. 


5140 TEXT : GOTO 5000 


Testing the Game Paddle Diagnostic Program 


Follow the testing procedures described under the “Module Testing" section 
earlier in this chapter. Thoroughly test the Game Paddle Diagnostic, and fix any 
bugs you find. Have someone else test the diagnostic as well. 


Integrating with the System Diagnostic Program 


Once the code for the Game Paddle Diagnostic is written and thoroughly 
tested on its own, you must integrate it with the rest of the System Diagnostic 
Program. 

First modify the System Diagnostic Main Menu routine, which displays and 
accesses all the diagnostic module options. Examine lines 50 through 90 of the 
program where the Main Menu module resides. Add the Game Paddle Diagnos- 
tic identifier to the PRINT statement that lists the menu options on the screen. 
Also, insert the appropriate IF statement for the Game Paddle Diagnostic identi- 
fier in lines 110-180, so that the program branches to the beginning of the Game 
Paddle Diagnostic module when the appropriate key, perhaps a G, is pressed. 

Once thisis done, add the code to the program. À good place to append the new 
code is starting at line 6000, as was done in this chapter's example. This begins the 
new module where the last diagnostic module stopped. 


Testing the Game Paddle Diagnostic Module 


The last thing to do is test the Game Paddle Diagnostic as it now resides as an 
integrated module of the System Diagnostic Program. Although it might have 
worked perfectly on its own, there are now many other factors playing into the 
program as a whole. Run the tests thoroughly, trying to break the program. If a 
problem is found, locate and fix the code where the problem occurred. 
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Also test all the other modules, and see whether the newly- added Game Paddle 
Diagnostic has interfered with the operation of existing modules. 

Once you have completed the research, design, flowcharting, coding, integra- 
tion, and testing procedures, the Game Paddle Diagnostic module is ready for 
real work whenever troubleshooting and diagnostics are needed for game paddle 
functions. 


Appendix A 


Apple II Series System 
Diagnostic Program Listing 


10 REM APPLE J[ SERIES 

20 REM SYSTEM DIAGNOSTIC PROGRAM 

30 REM COPYRIGHT 1988 TAB BOOKS INC. 

50 REM MAIN MENU MODULE 

60 HOME : PRINT TAB( 12)“5Ү5ТЕМ DIAGNOSTIC": PRINT 

70 PRINT TAB( 3)"-K^ EYBOARD TEST «SERIAL COMM TEST”: 
PRINT TAB( 3)“<M>ONITOR TEST «DISK DRIVE TEST” 

80 PRINT TAB( 3)" «PRINTER TEST <E>XERCISER”: 
PRINT TAB( 3) «(G^AME PDL TEST «Q»UIT" 

90 PRINT : PRINT TAB( 12)" ENTER SELECTION" 

100 GOSUB 8000: REM GET A KEY 

110 IF A$ = “K” OR A$ = “К” THEN GOTO 200 

120 IF A$ — "M" OR A$ — "m" THEN GOTO 350 

130 IF A$ — "P" OR A$ — "p" THEN GOTO 1250 

140 IF A$ — "S" OR A$ — "s" THEN GOTO 3500 

150 IF A$ = “0” OR A$ = "d" THEN GOTO 2500 

160 IF A$ — "E" OR A$ — "e" THEN GOTO 4000 

170 IF A$ = “б” OR A$ = “g” THEN GOTO 5000 

180 IF A$ = “0” OR A$ = “q” THEN END 

190 PRINT CHR$ (7): GOTO 100 
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200 REM KEYBOARD DIAGNOSTIC MODULE 

205 HOME :5 = 0: GOTO 210 

207 GOSUB 8000 

210 HOME : PRINT TAB( 7)"KEYBOARD DIAGNOSTIC": PRINT 

215 PRINT TAB( 9)"PRESS ESC TO END TEST”: PRINT 

220 PRINT TAB( 13)"ASCII": PRINT TAB( 3) "CHARACTER VALUE KEY COMBINATION”: 
PRINT TAB(3)——— ----- ——— сен" 

230 IF S = 1 THEN GOTO 250 

235821 

240 GOSUB 8000 

250 IF ASC (A$) — 27 THEN GOTO 50 

260 IF ASC (A$) < 32 THEN GOTO 305 

300 PRINT TAB( 6)A$;: PRINT TAB( 15) ASC (А$);: GOTO 207 

305 K$ = CHR$ (ASC (A$) + 64) 

310 PRINT TAB( 6)A$; TAB( 15) ASC (A$); TAB( 23) “CTRL ";K$: GOTO 207 


350 REM MONITOR DIAGNOSTIC MODULE 

360 HOME : PRINT TAB( 6)"MONITOR DIAGNOSTIC": PRINT : PRINT TAB( 5)"1...DISPLAY TEST”: 
PRINT TAB( 5)"2...ALIGNMENT TEST" 

370 PRINT TAB( 5)"3... CHARACTER SET TEST": PRINT TAB( 5)"4...SCROLL TEST": 
PRINT TAB( 5) “5...LOW RES COLOR TEST" 

380 PRINT : PRINT TAB( 5)"PRESS ESC TO END TEST" 

390 GOSUB 8000: IF ASC (A$) — 27 THEN GOTO 50 

400 IF A$ — “1” THEN GOTO 470 

410 IF A$ = “2” THEN GOTO 540 

420 IF A$ = "3" THEN GOTO 660 

430 IF A$ — "4" THEN GOTO 730 

440 IF A$ — "5" THEN GOTO 860 

465 PRINT CHR$ (7): GOTO 390 


470 REM DISPLAY TEST 

475 HOME : PRINT TAB( 14)"DISPLAY TEST": PRINT 

480 PRINT "ENTER ANY CHARACTER TO FILL SCREEN": PRINT : PRINT "PRESS ESC TO END TEST" 
490 GOSUB 8000 

495 HOME 

500 IF ASC (A$) — 27 THEN GOTO 350 

510 FOR | = 1 TO 959 

520 PRINT A$;: NEXT ! 

525 IF EX = 1 THEN GOTO 680 

530 GOTO 490 


540 REM ALIGNMENT TEST 
550 GR : POKE - 16302,0: CALL - 1998: COLOR= 15 
560 FOR | = 1 TO 45 STEP 8 
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570 НИМ 0,39 AT 1 - 1 

575 HLIN 0,39 AT 47 

580 NEXT І 

590 FOR | = 1 TO 40 STEP 8 
600 УШМ 0,47 AT 1 - 1 

610 NEXT I 

620 VLIN 0,47 AT 39 

640 GOSUB 8000 

650 TEXT : GOTO 350 


660 REM CHARACTER SET TEST 

670 HOME : PRINT TAB( 11)“CHARACTER SET TEST”: 
PRINT : PRINT "PRESS ESC TO END TEST": PRINT 

680 FOR | = 0 TO 128 

690 PRINT CHR$ (1) + " ": NEXT I 

695 IF EX = 1 THEN GOTO 750 

700 GOSUB 8000 

710 GOTO 350 


720 REM SCROLL TEST 

730 HOME : PRINT TAB( 15)“SCROLL TEST": PRINT 

740 INPUT "ENTER NUMBER OF КЕРЕТІТІОМ-";А 

750 IF A < 35 THEN A = 35 

760 М = 31 

770 FORI = 1 ТОА 

780N =N + 1: IF N 71 THEN N = 32 

790 FOR X — 1 TO 40 

800 PRINT CHR$ (N):N = N + 1 

810 IF N > 71 THEN N = 32 

820 NEXT X 

830 NEXT | 

840 IF ЕХ = 1 THEN RETURN 

850 PRINT : PRINT “PRESS ESC TO END TEST”: GOSUB 8000: GOTO 350 

860 REM LOW RES COLOR GRAPHICS TEST 

870 HOME : PRINT TAB( 10)LOW RES COLOR GRAPHICS TEST”: PRINT 

872 PRINT “VALID COLORS ARE:”: PRINT : PRINT "BLACK"; 
TAB(13)" MAGENTA"; TAB( 24)"DARK BLUE": PRINT 
"VIOLET"; TAB( 13)“DARK GREEN”; TAB( 24)" GRAY 1" 
4 PRINT "MEDIUM BLUE"; TAB( 13)"LIGHT BLUE"; 
TAB( 24)"BROWN": PRINT “ORANGE”; TAB( 13)" GRAY 2”; 
TAB( 24)"PINK": PRINT "GREEN"; TAB( 13) YELLOW"; 
TAB( 24)"AQUA": PRINT "WHITE" 

875 PRINT 
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876 PRINT “PRESS ANY KEY TO CONTINUE”: PRINT “OR PRESS 
ESC TO END TEST": GOSUB 8000: IF ASC (A$) = 27 THEN GOTO 350 

878 PRINT 

880 INPUT "ENTER COLOR-";C$ 

890 IF C$ = “BLACK” THEN C = 0: GOTO 1060 

900 IF C$ = "MAGENTA" THEN С = 1: GOTO 1060 

910 IF C$ = “DARK BLUE” THEN C = 2: GOTO 1060 

920 IF C$ = "VIOLET" THEN C = 3: GOTO 1060 

930 IF C$ = “DARK GREEN" THEN С = 4: GOTO 1060 

940 IF C$ = “GRAY 1” THEN C = 5: GOTO 1060 

950 IF C$ = “MEDIUM BLUE" THEN С = 6: GOTO 1060 

960 IF C$ = "LIGHT BLUE" THEN С = 7: GOTO 1060 

. 970 IF C$ = "BROWN" THEN С = 8: GOTO 1060 

980 IF C$ = “ORANGE” THEN C = 9: GOTO 1060 

990 IF C$ = "GRAY 2" THEN C = 10: GOTO 1060 

1000 IF C$ = "PINK" THEN С = 11: GOTO 1060 

1010 IF C$ = “GREEN” THEN C = 12: GOTO 1060 

1020 IF C$ = “YELLOW” THEN б = 13: GOTO 1060 

1030 IF C$ = “AQUA” THEN C = 14: GOTO 1060 

1040 IF C$ = “WHITE” THEN C = 15: GOTO 1060 

1050 PRINT : PRINT CHR$ (7): PRINT "INVALID COLOR! - RE-ENTER”: PRINT : GOTO 880 

1060 GR : POKE - 16302,0: CALL - 1998 

1070 COLOR— C 1080 FOR Y — 0 TO 47 

1090 FOR X — 0 TO 39 

1100 PLOT X,Y: NEXT X 

1110 NEXT Y 

1120 GOSUB 8000: TEXT : GOTO 870 


1130 REM PRINTER DIAGNOSTIC MODULE 

1140 HOME : PRINT TAB( 11)"PRINTER DIAGNOSTIC": 
PRINT : PRINT TAB( 3)"1...SLIDING ALPHA TEST" 

1150 PRINT TAB( 3)"2...CHARACTER SET PRINT TEST”: 
PRINT TAB( 3)“3...ЕСНО CHARACTER PRINT TEST" 

1160 PRINT TAB( 3)"4...HORIZONTAL TAB TEST": PRINT TAB( 3)''5...LINE FEED TEST”: PRINT 

1170 PRINT TAB( 10)"PRESS ESC TO END TEST” 

1180 GOSUB 8000: IF ASC (A$) — 27 THEN 50 

1190 IF A$ — “1” THEN GOTO 1280 

1200 IF A$ — “2” THEN GOTO 1430 

1210 IF A$ — "3" THEN GOTO 1520 

1230 IF A$ = “4” THEN GOTO 1610 

1240 IF A$ = “5” THEN GOTO 1680 

1245 PRINT CHR$ (7): GOTO 1180 

1250 HOME : PRINT TAB( 13)"PRINTER SETUP" 
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1260 PRINT : PRINT “ENTER PRINTER CARRIAGE LENGTH:": INPUT “80 OR 132-”;W 
1265 IF W < > 132 THEN W = 80 

1270 PRINT “ENTER THE PRINTER CONTROLLER": INPUT “SLOT NUMBER (0-7)-";SL 
1275 GOTO 1140 


1280 REM SLIDING ALPHA TEST 

1290 HOME : PRINT TAB( 11)"SLIDING ALPHA TEST": PRINT 
1300 INPUT "ENTER THE NUMBER OF REPETITIONS-";X 
1310 IF X « 35 THEN X — 35 

1320 PR# SL 

1325 PRINT “SLIDING ALPHA TEST” 

1330 N = 31 

1340 FOR | = 1 TO X 

1350 L$ = "МА = N + 1: IF N 111 THEN N = 32 
1360 FOR A = 1 TOW 

1370 L$ = L$ + CHR$ (NEN =N + 1 

1380 IF N > 111 THEN N = 32 

1390 NEXT A 

1400 PRINT L$: NEXT I 

1410 IF EX = 1 THEN PR# 0: GOTO 1440 

1420 PR# 0: GOTO 1130 


1430 REM CHARACTER SET PRINT TEST 

1440 HOME : PRINT TAB( 6) ‘CHARACTER SET PRINT TEST”: L$ = “" 
1445 PR# SL: REM ACTIVATE PRINTER 

1447 PRINT “CHARACTER SET PRINT TEST” 
1450 FOR | = 32 T0 128 

1460 IF N = W THEN PRINT L$:L$ = “":N = 1 
1470 L$ = L$ + CHR$ (1) +“ "N2 NN +2 
1480 NEXT | 

1490 IF LEN (L$) > 0 THEN PRINT L$ 

1500 IF EX = 1 THEN PR# 0: GOTO 1555 

1515 PR# 0: GOTO 1130 


1520 REM ECHO CHARACTER PRINT TEST 

1530 HOME : PRINT TAB( 8) “ЕСН0 CHARACTER PRINT TEST” 

1540 PRINT : PRINT TAB( 8)"ENTER CHARACTER TO ECHO”: 
PRINT : PRINT TAB( 8)'PRESS ESC TO END TEST” 

1550 GOSUB 8000: IF ASC (A$) = 27 THEN GOTO 1130 

1555 L$ = “” 

1560 FOR | = 1 TOW 

1570 L$ = L$ + A$: NEXT I 

1575 PR# SL: PRINT “ECHO CHARACTER PRINT TEST” 

1580 PRINT 1$: PR# 0 
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1590 IF EX = 1 THEN GOTO 1620 
1600 GOTO 1530 


1610 REM HORIZONTAL TAB TEST 

1620 HOME : PRINT TAB( 10)" HORIZONTAL TAB TEST" 
1625 PR# SL 

1627 PRINT "HORIZONTAL TAB TEST" 

1630 FOR 1 — 1 TOW 

1640 PRINT TAB( I)"*": NEXT I 

1650 PR# 0 

1660 IF EX = 1 THEN GOTO 1690 

1670 GOTO 1130 


1680 REM LINE FEED TEST 

1690 HOME : PRINT TAB( 13)"LINE FEED TEST” 

1695 PR# SL: PRINT "LINE FEED TEST" 

1700 PRINT "THIS IS THE FIRST LINE.................... x 

1710 FOR 1 — 2 T0 5 

1720 FOR A — 1 TO I 

1730 PRINT CHR$ (10): NEXT A 

1740 N$ = STR$ (1) 

1750 PRINT "THERE HAVE BEEN “;N$;” "LINE FEEDS”;: NEXT I 
1760 PRINT CHR$ (12); PRINT "THIS 15 А NEW РАСЕ.................... А 
1770 PR# 0 

1780 IF EX = 1 THEN RETURN 

1790 GOTO 1130 


2500 REM DISK DRIVE DIAGNOSTIC MODULE 

2510 HOME :D$ = CHR$ (4):Н$ = ""1$=“" 

2515 PRINT TAB( 10)"DISK DRIVE DIAGNOSTIC": PRINT 

2520 FOR | = 1 TO 239 

2530 H$ = H$ + CHR$ (64):L$ = L$ + CHR$ (63): NEXT | 

2540 IF EX — 1 THEN GOTO 2590 

2550 PRINT "ENTER DISK DRIVE CONTROLLER": INPUT "SLOT NUMBER (0-7)-”5 
2560 IFS < 0 ORS > 7 THENS =6 

2570 PRINT : INPUT “ENTER DRIVE NUMBER (1 OR 2)-";D: PRINT 
2580 IF D < 10RD 2 THEN D = 1 

2590 B$ = H$:N$ = “HIGH VALUES" 

2600 ONERR GOTO 3000 

2605 FOR I = 1702 

2610 PRINT : PRINT "WRITING ";N$;: TO DISK" 

2620 PRINT D$;“OPEN TEST,S";S;",D';D 

2630 PRINT D$;"WRITE TEST" 

2635 FOR L = 1 TO 430 
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2640 PRINT B$: NEXT L 
2650 PRINT D$;“CLOSE TEST" 
2670 PRINT : PRINT D$: PRINT "READING "М9; FROM DISK": PRINT 
2675 PRINT 0% “ОРЕМ TEST,S”;S;”,D”;D 
2680 PRINT D$;"READ TEST" 
2685 FOR L — 1 TO 430 
2690 INPUT B1$ 
2700 IF B1$ < > B$ THEN PRINT D$: PRINT "ERROR READING ";N&:E = E + 1 
2710 NEXT L 
2720 PRINT D$;"CLOSE TEST" 
2730 PRINT D$;"DELETE TEST" 
2740 B$ — L$:N$ — :LOW VALUES": NEXT I 
2750 PRINT D$: PRINT : PRINT "THERE WERE ";E;" ERRORS 
ENCOUNTERED”: PRINT “DURING TEST” 
2760 IF EX = 1 THEN POKE 216,0: RETURN 
2770 PRINT : PRINT “PRESS ESC TO END TEST”: 
GOSUB 8000: РОКЕ 216,0: GOTO 50 
3000 ER = PEEK (222) 
3002 IF ER = § THEN GOTO 2720 
3005 PRINT D$;"CLOSE TEST": PR# 0: IN# 0 
3010 PRINT : PRINT TAB( 5)"A FATAL ERROR WAS ENCOUNTERED!” : PRINT 
3020 PRINT "ERROR CODE:" ER: PRINT 
3030 IF ER = 4 THEN PRINT “THE DISKETTE IS WRITE-PROTECTED”: GOTO 3090 
3040 IF ER = 6 THEN PRINT “FILE NOT FOUND": GOTO 3090 
3050 IF ER — 7 THEN PRINT "VOLUMN MISMATCH": GOTO 3090 
3060 IF ER — 8 THEN PRINT “1/0 ERROR - TRY A NEW DISKETTE" 
3070 IF ER = 9 THEN PRINT "OUT OF SPACE ON DISK - TRY AN EMPTY ONE”: GOTO 3090 
3080 IF ER — 11 THEN PRINT "NO BUFFERS AVAILABLE - 
REBOOT SYSTEM": PRINT "AND RUN DIAGNOSTIC AGAIN" 
3090 PRINT : PRINT "PRESS ESC TO CONTINUE": GOSUB 8000 
3100 GOTO 2750 


3500 REM SERIAL COMMUNICATION DIAGNOSTIC MODULE 
3510 HOME : PRINT TAB( 7)"SERIAL COMMUNICATION DIAGNOSTIC" : PRINT 
3512 PRINT "ENTER SERIAL COMM INTERFACE": INPUT "SLOT 
NUMBER (0-7)-";SL: IF SL < 0 OR SL 7 
THEN SL = 2 
3513 PRINT : PRINT "WIRE PINS 2 AND 3 TOGETHER”: 
PRINT "OR INSTALL A LOOPBACK CONNECTOR”: 
PRINT "BEFORE PROCEEDING WITH TEST": PRINT : 
PRINT "PRESS ANY KEY TO CONTINUE": GOSUB 8000 
3515 5 — 0: GOTO 3532 
3520 B$ = '" 
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3530 GET A$: IF ASC (A$) — 27 THEN GOTO 50 

3532 HOME : PRINT TAB( 7)"SERIAL COMMUNICATION 
DIAGNOSTIC": PRINT: PRINT TAB( 9)"PRESS ESC TO 
END TEST”: PRINT: PRINT TAB( 7)"TRANSMITTED 
RECEIVED ASCII" 

3534 PRINT TAB( 8)"CHARACTER CHARACTER VALUE": PRINT 

3536 IF S — 1 THEN GOTO 3540 

35385--1 

3540 PR# SL 

3550 PRINT TAB( 12)A$; 

3560 IN# SL 

3570 GET B$ 

3580 IF B$ = “" THEN GOTO 3520 

3590 PR# 0 

3600 PRINT TAB( 24)B$; TAB( 32) ASC (B$): GOTO 3520 


4000 REM SYSTEM EXERCISER 

4010 HOME :PS = 0:EX = 1: PRINT TAB( 10)"SYSTEM EXERCISER”: PRINT 

4020 INPUT "TEST MONITOR? (Y OR М)» "Мб: PRINT 

4030 INPUT "TEST PRINTER? (Y OR N)-P$ 

4040 IF P$ — "Y" OR P$ — "y" THEN GOTO 4050 

4045 GOTO 4060 

4050 PRINT “ ENTER PRINTER CARRIAGE LENGTH": 
INPUT “ (80 OR 132)-”;W: IF W < > 132 THEN W = 80 

4055 INPUT “ ENTER PRINTER CONTROLLER SLOT NUMBER-": 
INPUT " (0-7- SL: IF SL < 0 OR SL > 7 THEN SL— 1 

4060 PRINT : INPUT "TEST DISK DRIVE(S)? (Y OR №)"; 
DD$(0) 

4070 IF DD$(0) = “N” OR DD$(0) = "n" THEN GOTO 4120 

4080 INPUT " HOW MANY DRIVES TO TEST-";DD(0) 

4090 FOR | — 1 TO DD(0) 

4100 INPUT " ENTER DRIVE CONTROLLER SLOT NUMBER": 
INPUT " (0-7)-";SS(I): IF SS(I) < 0 OR SS(I) > 7 THEN SS(I) = 6 

4105 INPUT “ ENTER DRIVE NUMBER (1 OR 2)-";DD(I): 
IF DOÇI) < 1 OR DD(I) > 2 THEN 00(1) = 1 

4110 NEXT I 

4120 IF M$ = “N” OR M$ = "n" THEN GOTO 4140 

4130 A$ = "X':A = 50: GOSUB 510 

4140 IF P$ = “N” OR P$ = "n" THEN GOTO 4160 

4150 A$ = “E":X = 35: 60508 1320 

4160 IF 00%(0) = “М” OR DD$(0) = "n" THEN GOTO 4200 

4170 FOR 0 = 1 TO DD(0) 

4180 S = SS(Q:D = DD(Q): GOSUB 2500 


227 


228 APPLE CARE MANUAL 


4190 HOME : NEXT 0 

4200 PS = PS + 1: GOTO 4120 

4300 HOME : PRINT D$;“CLOSE TEST": PRINT D$: PRINT 
TAB( 10)"SYSTEM EXERCISER”: PRINT 

4310 PRINT “TOTAL PASSES THROUGH EXERCISER-";PS 

4320 PRINT "PRESS ESC TO END TEST": GOSUB 8000: 
EX — 0: POKE 216,0: GOTO 50 


5000 REM GAME PADDLE DIAGNOSTIC MODULE 

5005 HOME : PRINT TAB( 12)"GAME PADDLE DIAGNOSTIC": PRINT 

5010 PRINT "ENTER THE GAME PADDLE TO TEST": PRINT "0, 1, 2, OR 3": 
PRINT “OR PRESS ESC TO END TEST” 

5020 GOSUB 8000 

5030 IF ASC (A$) = 27 THEN GOTO 50 

5040 A = VAL (A$) 

5050 IF A > 3 THEN PRINT CHR$ (7): GOTO 5020 

5055 PRINT : PRINT "PRESS FIRE BUTTON TO END TEST” 

5060 GR : COLOR= 13: НИМ 10,29 AT 19 

5070 B = PEEK (-16287 + A) 

5080 IF B > 127 THEN GOTO 5140 

5090 LET X = PDL (A):X = X * 20 / 256 + 10 

5100 IF X = Z THEN GOTO 5070 

5110 COLOR= 0: PLOT 2,20 

5120 COLOR= 13: PLOT X,20 

5130 LET Z = X: GOTO 5070 

5140 TEXT : GOTO 5000 


8000 GET A$: RETURN 
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Appendix В 


High-Resolution Color Graphics 
Test Program Listing 


1 REM APPLE ][ SERIES 

5 REM HIGH-RES COLOR GRAPHICS TEST 

8 REM COPYRIGHT 1988 TAB BOOKS INC. 

10 HOME : PRINT TAB( 5)"HIGH RES COLOR GRAPHICS TEST”: PRINT 
20 PRINT "VALID COLORS ARE:”: PRINT 

30 PRINT "BLACK 1”; TAB(9)"GREEN"; TAB(17) “VIOLET” 

40 PRINT "WHITE 1”; TAB(9)"BLACK 2"; TAB(17) "ORANGE" 

50 PRINT "BLUE"; TAB(9)"WHITE 2" 

60 PRINT : PRINT "PRESS ANY KEY TO CONTINUE”: PRINT “OR PRESS ESC TO END TEST": PRINT 
70 GET A$: IF ASC (A$) — 27 THEN END 

80 INPUT "ENTER COLOR-";C$ 

90 IF C$ = "BLACK 1" THEN С = 0: GOTO 180 

100 IF C$ — "GREEN" THEN C — 1: GOTO 180 

110 IF C$ = "VIOLET" THEN С = 2: GOTO 180 

120 IF C$ = "WHITE 1” THEN С = 3: GOTO 180 

130 IF C$ = "BLACK 2" THEN С = 4: GOTO 180 

140 IF C$ — "ORANGE" THEN C — 5: GOTO 180 

150 IF C$ — "BLUE" THEN C — 6: GOTO 180 

160 IF C$ = "WHITE 2" THEN C = 7: GOTO 180 

170 PRINT : PRINT CHR$ (7);: PRINT "INVALID COLOR! - RE-ENTER": GOTO 80 
180 HGR : POKE - 16302,0: HCOLOR= C 
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230 FOR Y = 0 TO 191 

240 FOR X — 0 TO 279 

250 HPLOT X, Y: NEXT X 

260 NEXT Y 

270 GET A$: TEXT : GOTO 10 


Glossary 


A 


ACconnector А three-pronged cable that runs from the computer power supply 
to the AC electrical outlet. 

AC electronics Alternating current. An electric current that periodically re- 
verses its direction. The type of current supplied at the AC electrical wall 
outlet. 

AC strip See power strip. 

access arm The mechanical disk drive component that follows instructions 
from the disk drive controller to position the drive head over the proper track 
location on the diskette, allowing it to read and write data. 

accumulator A temporary register within the microprocessor that stores the 
result of an arithmetic or logic operation. 

adder The primary arithmetic circuit of the CPU’s arithmetic-logic unit. The 
adder outputs the sum of two or more numbers presented as inputs. The adder 
also works with the accumulator and other storage registers to perform addi- 
tion, subtraction, multiplication, and division functions. 

alignment The visual placement of columns and rows on the visual display 
monitor. 

analog signal A continuous, varying physical signal, such as sound waves, light 
readings, or voltage. Compare with digital signal. 
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antistatic mat A piece of insulating material on which computer devices are 
placed to prevent electrostatic discharge. 

Applesoft BASIC Ап extended version of the BASIC high-level programming 
language, permanently stored in ROM on the Apple II series personal com- 
puter. 

application program Software designed for a specific purpose such as word 
processing, inventory control, or accounts payable. 

arithmetic-logicunit Sometimes referred to asthe ALU. It is the circuitry within 
the microprocessor that handles all addition, subtraction, multiplication, divi- 
sion, and comparison functions. Registers, accumulators, adders, and com- 
parers comprise the arithmetic-logic section of the CPU. 

ASC An Applesoft BASIC instruction that returns the ASCII value of the first 
character in a string. 

ASCII value American Standard Code for Information Interchange. A code 
from 0 to 127 is assigned to text characters, and is used to exchange informa- 
tion among data processing and communication systems. One byte of an 
ASCII value represents an alphabetic, numeric, special, or control character. 


B 


backup А сору ofa program or data file on a separate diskette, which you make 
to protect yourself against accidental loss of programs or data. 

bad sector А portion of a diskette that has become defective. See sector. 

BASIC  Anacronym for Beginners All-Purpose Symbolic Instruction Code. An 
easy-to-learn, easy-to-use, high-level, programming language most often used 
with personal computers. 

baudrate Тһе speed at which a communicating device transmits information, 
often, but not always, the number of bitsthat can be transmitted in one second. 
Typical baud rates for the Apple II systems are 300 and 1200. 

bit Abbreviation for binary digit: either ofthe numbers 1 ог0. 1 indicates an ON 
condition, 0 indicates an OFF condition. The bit is the smallest unit of data or 
storage in a computer. See byte and digital. 

bitmap The series of ON and OFF pixel representations used to paint charac- 
ters and graphics on a high-resolution screen. See also pixel. 

branch А term used to denote the change of program control from one pathway 
in the code to another pathway that is not sequential. The program control can 
branch forwards or backwards, and is often caused by a GOTO or GOSUB 
statement. 

bridge An inadvertent connection on a circuit board between two conductive 
paths. 

buffer A temporary storage area used to hold data until it is needed at a later 
point. 

bug Afaultinacomputer program which causes undesirable results such as the 
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program crashing or hanging up, the program doing something other than the 
expected function, or the program screen not displaying correctly. 

burn-in А continuous testing mode that exercises all system functions, particu- 
larly useful because most computer problems occur when it is first set up, or 
when the computer is moved. 

byte A unit of data consisted ofa fixed number of bits. The Apple II uses a byte 
size of eight bits, and can hold any value from 0 to 255. The byte is smallest unit 
of data addressable by the computer. 


С 


cable The wire with a connector on both ends that runs from one electrical 
assembly to another. 

cable connectors The plug on either end of a cable, used to connect into a 
receptacle on an electrical assembly such as the computer system unit or 
printer, to connect the two units together. Connectors are usually character- 
ized as either male or female, with the male having connector pins, and female 
having connector sockets. 

cable pins Тһе metal pins іп a male cable connector. 

capacitors Ап electrical device consisting of conductive plates separated by an 
insulating material. Used for storing an electrical charge. Also known as a 
condenser. 

characters per second (cps) The rate at which a printer places characters on 
paper. 

carriage The mechanism which carries the ribbon, print element, and print 
head assembly across the length of the platen while printing a line. 

carriage width The extent of the printer carriage, measured in maximum col- 
umns available. Printers are either 80 or 132 columns wide. 

carrier The tone received іп а communication system before data can be sent. 
When the receiving modem is called, the carrier is sounded just before the 
communication connection is established. 

cathode ray tube (CRT) The video display screen on which visual output of 
computer programs and data can be viewed. The CRT consists of a large 
vacuum tube with an electron gun and viewing face. Images are produced on 
the screen coated with phosphors that emit light when struck by a focused 
electron beam. 

central processing unit(CPU) Thecomputer circuitry which controls the inter- 
pretation and execution of instructions. Calculations are made, processes are 
run, input/output functions are coordinated, data is processed and transferred 
through the arithmetic-logic unit and general control circuits in the micropro- 
cessor, and through primary storage sections in the system memory RAM and 
ROM chips. 
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character generator A ROM which defines the character set that can be drawn 
on the CRT. It produces the bit map that creates each character as accessed 
through the keyboard or by a program. 

character length The number of bits, usually seven or eight, making up a 
standard character or word to be used in communication between two com- 
puters. In the Apple II, the character length is eight bits. Same as word length. 

character set The full set of characters available for display on the CRT. The 
character set of the Apple II systems consist of 128 characters. 

character string code value (CHR$) A numeric representation used in BASIC 
programs to access a symbol or function not directly accessible from the 
keyboard. Directly corresponding to ASCII values. See also ASCII value. 

chip See integrated circuit chip. 

CHR$ value See character string code value. 

clockwise The direction ofaround object to be turned. It indicates that the item 
should be turned toward the right, in the same direction as the hands turning 
on the face of a clock. 

code The lines of instruction to the computer that comprise a computer pro- 
gram. | 

COLOR Тһе Applesoft BASIC command that uses а numeric representation 
to set the color for the low-resolution graphics mode. 

command Ап instruction that causes the computer or peripheral device to 
perform a particular action. A command can be typed from the keyboard or 
entered within a program. 

communication The exchange of data and information between two computers 
or between a computer and a peripheral device such as a printer. 

comparer A special arithmetic circuit within the microprocessor which makes 
comparisons of one number to another for logic functions. 

configuration The manner in which a computer system is set up, including the 
subsystems employed and the parameters used within each of the subsystems. 

connector See cable connector. 

connector symbol The round flowchart symbol used to transfer flow among 
pages of a lengthy chart, usually identified with a number or letter, and con- 
nected with a matching connector symbol by the same designation elsewhere 
in the flowchart. 

contacts The exposed wires, or legs, of the IC chip plugged into a printed circuit 
board. These wires receive electrical current from the power supply and send 
them into the chip’s circuitry. 

control section The portion of the CPU that selects, interprets, and oversees the 
execution of computer program instructions. 

controller A separate circuit on the motherboard, or a separate printed circuit 
board plugged into an expansion slot, which directs the activities of a periph- 
eral device such as the keyboard, disk drive, or printer. 
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counterclockwise The direction of a round object to be turned. Indicates that 
the items should be turned toward the left, opposite the direction that the 
hands on the face of a clock turn. 

CPU See central processing unit. 

crash See head crash and system crash. 

CRT See cathode ray tube. 


D 


daisy wheel The round print element used in letter-quality printing. On the end 
ofeach petal isa character that is part ofthe character set provided by the entire 
daisy wheel. The printer motor spins the daisy wheel to position the desired 
character, and then the print hammer strikes the character against the ink 
ribbon to form the character on the paper. 

daisy-wheel printer See letter-quality printer. 

data Acollection of computer instructions or records. A representation of facts, 
concepts, numbers, letters, symbols, or instructions. The raw material, or 
source, of information. When compiled, processed, or refined by the user in a 
logical format, the data can create information in a human-usable form. See 
information. 

data size See character length. 

DC electronics Direct current. Electric current which flows in one direction. 
Used by the power circuits in computer systems. 

decision symbol The diamond-shaped flowchart graphic representing a place 
within a computer program at which the computer must make a decision 
based on logic/comparison operations also performed by the computer. Exit 
paths from the decision symbol are then determined based on the outcome of 
the decision. 

denatured isopropyl alcohol See isopropyl alcohol. 

device driver See printer driver. 

diagnose To determine the cause of a computer malfunction. 

digital signal А format of discrete (as opposed to continuous) electrical im- 
pulses of ON (+5 volts) and OFF (0 volts). When the signal is ON, is it 
interpreted as a 1 bit. When the signal is OFF, it is interpreted as a 0 bit. The 
computer operates with digital signals, meaning that it interprets all computer 
programs and data as a series of 15 and Os. Contrast with analog. 

digitizer tablet А tablet used in computer drafting and graphics to create line 
images on a high-resolution CRT screen. It converts an analog quantity (the 
graphic lines) into a digital format for use in the computer. 

DIP-switch Acronym for dual inline package. A type of IC package that con- 
tains a number of microswitches. Each microswitch can be set ON or OFF. The 
collection of microswitches can each control a different setting, mode, or 
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configuration; or the entire switch can have a specified ON/OFF sequence of 
the microswitches that indicate a particular setting. See switch setting. 

directionality А communication parameter indicating whether the device with 
which the computer is exchanging data can send as well as receive data. 
Printers are unidirectional communication devices, because they can receive 
data from the computer, but not send data back. Computers connected to 
modems are bidirectional communication devices, because they can send as 
well as receive data. 

disk See diskette. 

disk drive The computer subassembly which provides a means for high-speed 
storage and retrieval for programs and data, recording data in electronic form 
on floppy diskettes. 

diskette The recording media used in microcomputer disk drives consisting of 
thin, flexible plastic coated with magnetic iron oxide emulsion, and encased in 
a protective plastic covering. The Apple II diskette has a capacity of 143 
kilobytes of memory. 

disk drive controller The circuit in the Apple II system unit to which the disk 
drive connects and by which it is operated. The drive controller instructs the 
disk drive when and how to read and write information, as directed by the CPU 
and software commands. 

disk drive mechanism The mechanical assembly of motor, head, and access 
arm which allows the disk drive to read data from the diskette and to write data 
onto the diskette. 

display matrix The column/row configuration of the CRT screen. The Apple II 
has five available display matrices. The text mode works within a matrix of 40 
columns by 24 rows, as well as 80 columns by 24 rows. The low-resolution 
graphics mode works within a matrix of 40 columns by 48 rows. The high-reso- 
lution monochrome graphics mode works within a display matrix of 280 by 
192 pixels. The high-resolution color graphics mode works within a display 
graphics mode of 140 x 192 pixels. 

downtime The amount of time during which a computer system is not operable 
due to a malfunction. 

dot matrix Тһе method ofcreating a character using a matrix of usually seven or 
nine dots. This dot matrix is used both within a system's character generator to 
draw characters on the screen, as well as in a dot-matrix printer to print 
characters on paper. 

dot matrix printer A printer using a dot matrix as an array of small wires in a 
single print head to create characters for printing on the paper. When a charac- 
ter is sent to the printer, the shape of the character is punched through the wires 
and through the ink ribbon to create its impression on the paper. 

drive See disk drive. 
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drive motor Тһе mechanical motor that spins the diskette at a constant speed of 
300 to 400 revolutions per minute. 

driver See printer driver. 

Dvorak keyboard А specialized keyboard layout often preferred for high-speed 
typing. 


E 


echo То display a character entered at the keyboard, either on the monitor or 
the printer. 

edge connector The conductive metal tab extended from the edge of a printed 
circuit board that is used to plug the board into an expansion slot in the system 
unit. The edge connector allows the current flowing from the system unit 
power supply and through the motherboard and the expansion slots to be 
routed into the circuitry of its PC board. 

electrical outlet Тһе wall socket which provides the AC supply. 

electron beam The focused stream of electrons collected and emitted by the 
CRT electron gun to contact the back of the picture tube to create a small, 
clearly defined spot of light. 

electromechanical А mechanical (physical) device or operation activated or 
regulated by electric circuitry. 

electronic components Devices such as integrated circuits, resistors, capacitors, 
and diodes, usually found on a PC board. 

emulator А communication program which causes the computer to similate 
the code sequences, keyboard functions, and monitor functions of another 
computer of a different design. Used in communication to enhance compati- 
bility between different types of computers. The DEC VT100 is a common 
emulation mode used in communication. 

emulsion The thin film of iron-oxide coating on a diskette which provides the 
magnetic properties necessary for data to be stored on the diskette. 

END А BASIC instruction that terminates the program and returns the com- 
puter back to the root BASIC environment. 

environment An operating mode in a computer, the program currently running 
on the computer. For example, the operating system environment, the BASIC 
environment, the System Diagnostic Program environment. 

etch To burn an image permanently into the screen display by leaving one 
particular static image displayed on the monitor for long periods of time. 

expansion slot А connection on the motherboard into which interface con- 
troller boards can be plugged for additional functionality and control of pe- 
ripheral devices. 
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file A named collection of related program or information data operated on as a 
unit, and usually stored on a diskette. 

Пар А program variable whose contents (usually 1 or 0) indicate whether а 
condition is true or whether an event has occurred. 

floppy diskette See diskette. 

flowchart A graphic programming diagram to help programmers design and 
map each step of the program process and direction, indicating actions to be 
performed within the computer to produce the desired results. This flowchart 
is then used to help write the actual program code. 

flowcharting symbols Graphics used within a flowchart to represent global 
processes taking place in the program. The input/output, process, decision, 
terminal, and connector flowchart symbols are the most commonly used 
flowchart symbols. 

form feed А software command or printer button that causes the printer to roll 
the paper forward to the top of the next page of continuous form paper. 

format See initialize. 

forms tractor A device with paper clamps and guide bars that connects to the 
printer to feed continuous form paper around the platen. 

FOR-NEXT А two-part BASIC instruction that allows a series of instructions 
to be performed in a loop for a specified number of times before proceeding to 
the subsequent instruction in the program code. The FOR statement opens the 
loop and establishes the counter and the number of loops to be run. The lines 
following the FOR statement comprise the body of the loop, and are executed 
until the NEXT statement is encountered. The NEXT statement closes the 
loop and returns program control back to the FOR statement. 
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game paddle An electromechanical input device which consists of a tracking 
wheel controlled by a potentiometer, and a fire button controlled by a switch. 
The game paddle is most frequently used in computer game software to track 
objects and fire projectiles. 

GET A BASIC instruction that reads a single keystroke and stores it into a 
designated variable. 

GOSUB-RETURN А two-part BASIC instruction that causes program control 
to branch to and return from a designated subroutine elsewhere in the pro- 
gram. When the GOSUB instruction is encountered, the program branches to 
the specified line number. Program execution takes over at that subroutine 
until the RETURN statement is encountered, at which time program control 
returns to the location in the code immediately following the GOSUB state- 
ment. 
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GOTO ABASIC instruction that causes the program to branch to the specified 
line number within the program code. 

СЕ AnApplesoft BASIC instruction that switches the monitor display from the 
current display mode to the low-resolution color graphics mode. 

ground A conductor with zero potential voltage, used as the reference point for 
all potential voltage in the system. When a conducting object has no potential 
voltage, electrical charges cannot run through it or be attracted to it by a 
difference in potential. 
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handshaking protocol А series of communication data signals used to establish 
modem communication. Such signals include Carrier Detect, Request to 
Send, Data Set Ready, and Clear to Send. 

hardcopy Computer output provided on a paper copy via a printer. 

hardware Physical computer equipment, such as the system unit, monitor, 
printer, IC chips. Contrast with software. 

hard-wire A direct cable connection between the serial communication ports of 
two computers, or between any two computer devices within close proximity 
of one another. A hard-wire connection is made to allow the communication 
and sharing of data without the need for a modem. 

HCOLOR AnApplesoft BASIC instruction that uses a numeric representation 
to set the color for the high-resolution graphics mode. 

head Тһе magnetic device on the end of the disk drive mechanical access arm 
that travels microns over the diskette. The head is used to magnetize the 
diskette emulsion to write data onto a diskette, and to sense an existing mag- 
netic pattern to read data from a diskette. 

head-arm assembly Тһе disk drive component that consists of the drive head 
and access arm. This assembly follows instructions from the disk drive con- 
troller to locate, read, and write data to and from the diskette. See head and 
access arm. 

headcrash A catastrophic disk drive malfunction in which the head comes into 
contact with the diskette, usually caused by the head being out of adjustment, 
by a warped diskette, or by contamination within the disk drive. 

Hertz The unit of frequency of vibration or oscillation, equal to one cycle per 
second. The current provided the AC outlet alternates at a rate of 60 Hertz, 
changing polarity 60 times per second. 

HGR AnApplesoft BASIC command that switches the monitor display matrix 
from the current mode (usually the text mode) to the high-resolution color 
graphics mode. 

high-resolution graphics mode The display mode that has a display matrix of 
140 x 192 color pixel locations, and 280 x 192 monochrome pixel locations. 
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HLIN The Applesoft BASIC instruction used in either the low-resolution or 
high-resolution graphics modes to draw a horizontal line from one specified 
point to another at a specified row location. 

HOME The Applesoft BASIC instruction that clears the screen and positions 
the cursor at the top left corner of the screen. 

HPLOT The Applesoft BASIC instruction used in the high- resolution graphics 
mode to draw a pixel in the current color at the specified coordinates. 


I 


IC chip See integrated circuit chip. 

IF-THEN The two-part BASIC conditional instruction that makes a decision 
based on the truth or fallacy ofa specified statement. When the IF statement is 
true, the THEN statement is executed. When the IF statement is not true, the 
THEN statement is not executed, and program execution proceeds to the 
subsequent instruction. 

IN Тһе Applesoft BASIC instruction that switches input from the keyboard to 
the device whose controller resides in the specified expansion slot number. 

information А collection of data organized in such a manner that it produces а 
complete idea, situation, condition, or other meaning assigned by humans. See 
also data. 

initialize Тһе process of dividing a diskette into the tracks and sectors on which 
the computer can write and read data. On the Apple II, diskette initialization, 
(also known as formatting), is done with the INIT command. The initializa- 
tion program also writes operating system data and small utility programs onto 
the diskette, and blocks out any defective portions of the diskette. See also 
track, sector, and bad sector. 

input The process of entering data from an external source into the computer 
for further processing. Typical input devices include the keyboard, mouse, and 
game paddle. Typical input data can include characters in a word processing 
program, numbers in a spreadsheet program, or records in a database program. 

INPUT The BASIC instruction that prompts and waits for user input from the 
keyboard during program execution. When the user input is received, the data 
is placed into an indicated variable. 

input/output symbol Тһе parallelogram flowchart graphic representing any 
function within a computer program that takes data into the computer, from 
an external device such as a keyboard, mouse, or disk drive, or sends data out 
from the computer to an external device such as the monitor, printer, or disk 
drive. 

integrated circuit (IC) chip А device that contains a number of integrated 
electronic circuits on a thin silicon wafer substrate contained within a small 
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plastic or ceramic package, connecting to and obtaining power from а PC 
board with wire pins. The integrated circuit chip is the building block of the 
computer. Often referred to as IC, or chip. 

integrated program testing A method for checking the quality, integrity, and 
functionality of a new software program after it has been integrated with a 
larger program. 

integration The appending of a program module into an existing program, 
editing lines of code so that they are using one another’s resources and sub- 
routines, and so that code line references are correct. Integration also includes 
checking that the two programs work together as one without adversely inter- 
fering with one another’s functions. 

interface A shared boundary between two systems or devices, for example, the 
connection of a computer to a peripheral device via a cable. Often there is an 
interface board to provide circuitry for the connected device. 

interface cable The cable used to connect the computer to a peripheral device. 
The cable runs from a port at the system unit to a receptacle on the peripheral 
device, providing the pathway from the controller circuits to the device. 

I/O (input/output) Pertaining to functions allowing data into the computer and 
sending data out of the computer for computer-human communication. See 
input and output. 

I/O port А receptacle which allows the connection of input devices (mouse, 
game paddle) as well as output devices (printer, modem). 

iron oxide A substance with magnetic properties covering the surface of the 
diskette as a thin film emulsion. The iron-oxide provides the magnetic proper- 
ties necessary for data to be stored on the diskette. 

isopropyl alcohol A quickly drying liquid solvent used to clean computer com- 
ponents and assemblies. This is not rubbing alcohol. 
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joystick Ап electromechanical input device with a directional pointer and a fire 
button which are controlled by a series of switches. The joystick is most 
frequently used in computer game software to point out and track objects and 
to fire projectiles. 
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keyboard The primary computer input device. A typed key generates an ASCII 
code which is sent to the CPU for interpretation, processing, and display on the 
monitor screen. 

kilobyte 1024 bytes. Computer system memory and diskette capacity are gen- 
erally measured in kilobytes. See byte. 
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letter-quality printer Ап impact printer that uses a daisy wheel or similar print 
element that contains individually formed characters to print characters on the 
page. The printer motor spins the daisy wheel to position the desired character, 
then the print hammer strikes the character against the ink ribbon to form the 
character on the paper. See also daisy wheel and dot-matrix printer. 

line feed 1.Asoftware command or printer button that causes the printer to roll 
the paper forward one line. 2. On the monitor, a keyboard entry that ends the 
current line and positions the cursor on the next line, also known as a carriage 
return. 

listing See program listing. 

load To transfer a program from disk to system memory. 

location A position on the monitor screen as determined by the intersection of 
the column/row matrix. For example, in the text mode which has 40 columns 
and 24 rows, the intersection of any column and any row constitute one screen 
memory location. See also display matrix. 

loopback connector А 25-ріп serial plug with pins 2 and 3 wired together, used 
for testing the serial port. 

loopback А serial communication interface test which causes a signal to be 
transmitted and immediately returned to the source. 

low-resolution graphics mode Тһе display mode that has a display matrix of 40 
horizontal and 48 vertical screen locations which can display 16 different 
colors. 
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maintenance Тһе process of keeping equipment in an operational condition. 
Refers to the repair of malfunctioning equipment as well as to those proce- 
dures performed on an operational system to prevent malfunctions. 

mass storage Retention of programs and data on an external device such as a 
disk drive or cassette tape drive. 

memory The retention of programs and data. Synonymous with storage. Sys- 
tem memory is provided through the use of volatile random access memory 
(RAM) chips in system memory. Non-volatile internal storage of certain ma- 
chine, operating system, and language programs are provided through the use 
of read-only memory (КОМ) chips on the motherboard as part of the CPU. 
Long-term memory of other programs and user data is provided through the 
use ofa mass storage device such as the disk drive orcassette tape drive. See also 
RAM, ROM, storage, system memory, and volatile memory. 

microcomputer The personal computer, the smallest category of computer, 
consisting of a microprocessor, storage, and input/output devices. 

micro-floppy А 3 '4-inch floppy diskette. 
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microprocessor The portion of the CPU that performs the arithmetic-logic and 
control functions for the computer. See also central processing unit, arithme- 
tic-logic unit, and control section. 

mini-floppy А 5 '4-inch floppy diskette; the diskette used in Apple II system 
disk drives. 

modem The communication device whose name is derived from the term 
MODulator-DEModulator. This device allows the transmission and reception 
of computer data between two computers across telephone lines. The modem 
at the transmitting computer converts the computer’s digital signals into the 
analog sound waves which can be sent over the telephone lines (modulation). 
A second modem connected to the receiving computer reconverts the analog 
signals back into digital signals in order to feed the data into the computer 
(demodulation). See also analog and digital. 

modular A systematic approach to writing a large software program by breaking 
it down into smaller sections, or modules, in order to simplify development, 
design, and coding efforts. The Apple II System Diagnostic Program is written, 
presented, and accessed in modules. 

module testing A method for checking the quality, integrity, and functionality 
of the new software module before it is integrated with the larger program. 

monitor See cathode ray tube. 

motherboard The large printed circuit board within the system unit which 
contains the microprocessor chip, system memory chips, peripheral interface 
controllers, and expansion slots. All other boards receive control signals or 
information from the motherboard. Also known as the system board. 

motor A machine that converts electrical energy into mechanical energy. This 
conversion process induces a magnetic field which can prove destructive to 
diskettes on which data is magnetically stored. 

mouse А computer input device with a tracking ball on its underside and one to 
three buttons on top. The mouse is used to position a cursor, make selections, 
or create drawings on the monitor screen. 
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needs analysis The computer program development phase which consists of 
the research and subsequent determination of the particular problems to be 
solved or tasks to be accomplished by the program. The needs analysis phase 
defines program requirements before any program code is written. 

NEW The BASIC instruction used within the BASIC root environment to 
indicate that subsequent keystrokes will constitute the start ofa new computer 
program. 

null An empty value assigned to a variable within a computer program. Setting 
a variable equal to null clears the variable. 
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ONERR GOTO The Applesoft BASIC instruction that disables the normal 
Applesoft error handling scheme in order to enable a different error handling 
routine within the current program. 

online service A computer center of information to which computer users with 
modems can call and link into the service’s mainframe computer. Online 
services provide a wide range of information for research purposes, bulletin 
boards to communicate with other users, and banking, shopping, airline reser- 
vation, and other consumer services. 

operating system A collection of special control and utility programs that con- 
trols the overall operation of the computer. 

output To send computer-processed data to another device external to the 
computer. The monitor is the primary output device, on which constant visual 
feedback of processing results is provided. Other output devices include the 
printer, for hardcopy output; the disk drive, for storage output written on a 
diskette; and the modem, for communication of data to another computer. 

oxidation The buildup of a dull gray or black film on metal caused by contact 
with air and/or humidity. This buildup can reduce the conductivity of edge 
connectors and cable pins and ultimately cause computer malfunctions. 
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parallel interface A type of connection which transfers 7 or 8 bits of data 
simultaneously, each bit over a separate line or wire. Compare with serial 
interface. 

parity A communication configuration parameter used as an error checking 
scheme to ensure accurate data transmission. When parity is employed, the 
last bit in a data word is set so that the total number of bits is either an odd 
number for odd parity, or an even number, for even parity. Parity is primarily 
used to detect noise errors in the communication line. 

PC board See printed circuit board. 

PDL Ап Applesoft BASIC instruction that returns a value representing the 
position of the game paddle control wheel. This value can range from 0 
(extreme left) to 255 (extreme right). 

РЕЕК А BASIC instruction that reads a byte from the specified computer 
memory location for further use within the program. 

peripheral Acomputerinput/output or storage device external to the computer 
system unit, for example, the printer, disk drive, or game paddle. Often con- 
nected to the computer by a cable, usually by means of a peripheral controller 
board. Also referred to as an I/O (input/output) device. 
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phosphor А coating onthe CRT picture tube that glows when electrons emitted 
by the electron gun strike it. This reaction forms a clearly defined light spot. A 
number of these light spots serve to form letters and images. 

pixel Picture element. A memory location on a high-resolution graphic screen 
that is turned either on or off in order to paint a graphic image or character on 
the screen. 

platen The cylinder in the printer mechanism around which the paper rolls. 

PLOT An Applesoft BASIC instruction used in the low-resolution color 
graphics mode to draw a block in the current color at the specified coordinates. 

POKE A BASIC instruction that writes a specified byte into a specified com- 
puter memory location. 

potentiometer А variable resistor that lets the user make ап adjustment or set a 
position. Apple II pots include the color trim adjustment on the motherboard, 
and the color and brightness pots on the rear of the monitor. The game paddle 
wheel is also a potentiometer. See also variable resistor. 

power strip Ап electrical assembly consisting of a row of several AC plugs and 
one AC connector that plugs into the wall outlet. The AC connectors for 
several electrical assemblies can then be plugged into the power strip to obtain 
electricity for each. 

power supply The computer system unit component that takes the 110/120 
volts AC from the electrical outlet and rectifies it to 5, 12, or 15 volts DC for use 
by the integrated circuits. The power supply consists ofa transformer, rectifier, 
filter, and cooling fan. 

PR The Applesoft BASIC instruction that switches output from the screen to 
the output device whose controller resides in the specified expansion slot 
number. 

preventive maintenance А collection of systematic procedures that are per- 
formed on the computer as a part of periodic general system care. Such proce- 
dures help keep the system running properly and prevent breakdowns. 

PRINT Тһе BASIC instruction that displays the specified characters on the 
screen. If there are no characters indicated between the quotes after the PRINT 
statement, the line feed will be performed. 

printed circuit board A flat, rectangular piece of rigid insulating material, usu- 
ally fiberglass, onto which circuit paths are printed or etched. Electronic de- 
vices such as IC chips, resistors, and capacitors are plugged into the board, and 
the power supply routes current through the board's circuit paths to enable the 
devices. Also known as PC board or card. 

printer The computer output device that produces data processing results on 
paper. 

printer carriage See carriage. 

printer driver А special utility program provided with application software to 
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configure the software for printing on a particular make of printer. This config- 
uration process ensures that the application communicates properly with the 
printer so that data is received and interpreted correctly, and so that special 
printing functions such as boldface and italic can be used. 

processing symbol The rectangular flowchart graphic representing a place 
within the computer program at which the CPU must perform a processing 
operation such as arithmetic or data movement functions. 

program А set of sequenced computer instructions written in a computer lan- 
guage such as BASIC in order to cause the computer to accomplish certain 
tasks. 

program analysis The computer program development phase in which the 
program is designed, using the system flowchart and program flowchart as 
design and coding tools. The analysis and flowcharting take the overall pro- 
gram logic and flow into consideration, and determine the procedures that 
must be taken to perform these steps to accomplish program objectives. See 
also system flowchart and program flowchart. 

program code See code. 

program flowchart A flowchart based on the system flowchart which draws and 
details the logic and sequence of specific program operations, such as branches, 
loops, decisions, inputs, and other structural and processing functions the 
program will require. See also flowchart and system flowchart. 

program listing A printout of the complete program code. See also code. 

program preparation The computer program development phase in which the 
code is actually written based on the system and program flowcharts that have 
been designed. 

protocol A set of communication conventions and procedures that must be 
followed by system components in order for communication data transfer to 
successfully take place. 
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quit A command often used within application programs to end program oper- 
ation and return to the BASIC environment. 

QWERTY The standard keyboard layout found on typical keyboards and 
typewriters; named for the first six alphabetic characters found on the second 
row of the typewriter. 
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random access memory (RAM) А storage chip in which programs and data can 
be directly and immediately retrieved for the user by its address, regardless of 
the physical location ofthe data. Contrasted with sequential access memory, in 
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which data is retrieved іп the order it was saved to memory, causing a slower 
retrieval time. CPU system memory is provided through the use of volatile 
RAM chips on the motherboard. 

RAM See random access memory. 

RCA phono connector The round single-pin video connector used with an RF 
converter to create the monitor interface. One end ofthe RCA connector plugs 
into the system unit RF converter, and the other end plugs into the RF 
converter on the television. 

read To retrieve programs and files from a diskette and place them into system 
memory for subsequent display and use. 

register А labeled temporary storage location in the CPU that can retain a 
specific amount of data, used to access memory and perform arithmetic calcu- 
lations. 

REM A BASIC instruction which indicates a non-executable remark state- 
ment, provided as information and program documentation within the code 
for the benefit of the programmer and other readers of the code. It has no effect 
on the program execution itself. 

reseating  Theaction ofdisconnecting and then reconnectinga PC board into its 
slot, or a cable into its receptacle, to ensure a proper connection. 

resolution Тһе clarity of characters or images on the screen or printer, usually 
characterized by the number of dots or pixels used to create the image. The 
more dots used, the higher the resolution, and the sharper the image. 

RETURN А BASIC instruction that is the second part of the GOSUB- 
RETURN statement. RETURN causes program control to return to the place 
in the code from which it branched. See also GOSUB-RETURN. 

RF converter An electronic radio frequency unit that allows the use of a televi- 
sion as a computer monitor. The RF converter converts the computer's digital 
signals into the analog signals required by a television. 

read-only memory (ROM) А memory device provided as part of the CPU in 
addition to RAM system memory. ROM chips have programs permanently 
stored in their memory, and will retain these programs regardless of whether or 
not the computer system has power. When the system is turned on, the pro- 
gram can be invoked immediately, without having to load it from an external 
storage device. Data cannot be written to ROM chips; they are pre-pro- 
grammed, and can only be read. Typical programs stored in ROM include the 
operating system, input/output control, and BASIC. 

ROM See read-only memory. 

routine А portion of a program that performs a certain task which is subordi- 
nate to the overall task ofthe program, for example, the error-handling routine 
within the System Diagnostic Program. 

RS-232 A interface cabling standard used to connect a modem with associated 
data terminal equipment. 
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гип To invoke and execute a program stored in system memory to begin pro- 
gram operation. 


5 


screenmemory А position оп the monitor screen as determined by the intersec- 
tion of the column/row matrix. For example, in the text mode which has 40 
columns and 24 rows, the intersection of any column and any row constitute 
one screen memory location. See also display matrix. 

scroll To move a screen completely filled with text so that another line or 
another page can be displayed. 

sector A subdivision of one diskette track created during diskette initialization. 
Each Apple II diskette sector can store 256 bytes. Read and write functions use 
the sector as its smallest unit of operation. See initialize and track. 

serial communication interface The computer subsystem consisting of the serial 
communication circuit, the serial port, and the interface cable. This interface 
provides the means for the Apple II to transfer data with other computers and 
devices. Through this interface, the computer can connect with a modem, 
printer, or other serial devices. 

serial interface A type of connection which transfers data one bit at a time over 
a single line or wire. Compare with parallel interface. 

short Ап accidental low-resistance connection between two points іп an elec- 
tric circuit, causing a deflection in the current flow which often damages the 
circuit. 

slot See expansion slot. 

socketed chip An IC chip that is plugged into an IC socket rather than directly 
into the PC board. Such a chip is easy to remove and replace using a chip 
extractor. 

software Programs that operate on a computer system, controlling and deter- 
mining the computer's activities. Contrast with hardware. 

solder А tin lead alloy which is melted by a soldering iron and applied to metal 
parts and surfaces for joining the two together. IC chip wire legs are soldered to 
the underside surface of a PC board in order to create the necessary electrical 
connection. 

soldered chip An IC chip that is connected directly into the PC board and held 
in place with the chip legs being soldered to the underside of the board. 

solenoid An iron-core coil of wire through which current flows to create a 
controllable magnet for opening or closing mechanical contacts. 

spike See voltage spike. 
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start bit А parameter used in communication configuration between two com- 
puters or devices to help coordinate a communication transfer. A start bit 
signals the beginning of a data character, flagging the attention of the receiving 
device so that it knows to expect seven or eight more bits of data. 

static electricity The giving off of electrical charges that are contained in a 
particular object, or produced by friction, for example. Also known as electro- 
static discharge. 

STEP А BASIC instruction used in conjunction with a FOR-NEXT loop. If 
theloop counteris to increment by a number other than 1, the STEP statement 
specifies the increment for the counter. 

stop bit A parameter used in communication configuration between two com- 
puters or devices to help coordinate a communication transfer. A stop bit 
signals the end ofa data character, informing the receiving device that the data 
character is complete. 

storage Тһе storage section of the CPU consists of general-purpose system 
memory as performed by RAM chips, and stores the currently active program 
and the data being processed. Several RAM chips are provided on the mother- 
board, and the maximum amount of storage provided by the RAM chips 
constitute total system memory, for example 48k, 64k, or 128k. See also 
memory, RAM, and system memory. 

subroutine А segment of a computer program that performs a complete func- 
tion, and can be referenced and branched to from other locations in the code 
with a GOSUB-RETURN instruction. 

surge protector An electronic device which is connected between the voltage 
source and the computer power supply in order to isolate and filter out voltage 
surges, thereby providing the system with a constant 110/120-volt supply and 
preventing the circuit damage that voltage surges can cause. 

swapping The troubleshooting technique of exchanging a component or subas- 
sembly in one computer system onto another computer system to find out 
whether that subassembly is defective. 

switch setting Тһе current position of microswitches on a DIP-switch. If a 
switch setting is incorrect, it can cause a malfunction in the associated periph- 
eral, or in the entire system. See DIP-switch. 

synchronization hole The small hole located near the center of the diskette used 
by the drive circuitry for timing and location purposes. This hole lets the disk 
drive sense when the diskette is spinning at the correct speed for reading and 
writing data. 

syntax The format in which a computer language instruction must be written in 
the code. 

system An organized group of interrelated components, all working together to 
achieve a unified function and goal. 
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system crash A computer system failure in which all data currently residing in 
system memory is cleared and the system is placed into the machine monitor 
program environment. 

system design The computer program development phase in which the prob- 
lems to be solved and tasks to be performed are addressed in terms of how a 
computer program can accomplish these goals. 

System Diagnostic Program The BASIC computer program provided with this 
book that includes tests for the various Apple II subsystems to help trouble- 
shoot and locate system malfunctions. 

system flowchart A flowchart based on the system design phase of computer 
program development, providing a plain English organizational overview of 
the program structure. See also flowchart and program flowchart. 

system memory Storage of programs and data currently in use provided via 
RAM chips on the motherboard. Several RAM chips are provided on the 
motherboard, and the maximum amount of storage provided by the RAM 
chips constitute total system memory, for example 48k, 64k, or 128k. See also 
memory and RAM. 

system unit The assembly which houses the motherboard, CPU, peripheral 
interface circuits, expansion slots, RAM and ROM chips, and power supply. 
The system unit controls and coordinates all activities taking place within the 
computer by issuing commands, processing input and output, and directing 
the activities of peripheral devices. 


T 


tab The horizontal positioning along the printer carriage. 

TAB The BASIC instruction used in conjunction with the PRINT command to 
horizontally position the item to be printed at the specified column number, 
either on the monitor screen or along the printer carriage. 

television set monitor А television being used as a computer monitor through 
the use of an external radio frequency (RF) converter and RCA phono con- 
nector. 

terminal symbol The oblong flowchart graphic representing the beginning or 
end of a computer program. 

testing А systematic method for checking the quality, integrity, and functiona- 
lity of a new software program. The objective of software testing is to find 
program faults, or bugs. 

TEXT The Applesoft BASIC instruction that switches the monitor display 
from one of the graphics modes to the 40-column x 24-row text mode. 

track А circular subdivision of the diskette created during diskette initializa- 
tion. An Apple II diskette is divided into 35 concentric circle tracks. See also 
initialize and sector. 
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troubleshoot To systematically determine and rectify а computer hardware ог 
software malfunction. 

tuning wand А non-conductive, usually plastic, screwdriver. Used instead of a 
metal screwdriver when working with components that might contain residual 
electrical currents. 
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VAL А BASIC instruction that translates a string value containing a number 
and returns the associated numeric value so that it can be used as a number, for 
example, in an arithmetic operation. 

variable resistor Ап electronic component that controls an adjustable flow of 
current. Ав the resistor terminal is turned in one direction, more current is 
provided, and this causes a certain action to take place. As the resistor terminal 
is turned the other direction, less current is supplied, therefore causing a 
different or opposite action to occur. Often used for making adjustments or 
setting positions. See also potentiometer. 

variable An assigned designation, such as K$ or PR, which can hold values that 
might change throughout the execution of a computer program. A particular 
value can be stored in a variable to be used elsewhere in program execution. 

video controller The circuitry on the motherboard that directs the activities on 
the monitor. This circuit includes the character generator, display matrix 
information, color controls, and high-resolution graphic and low-resolution 
graphic mode controls. 

video display See cathode ray tube. 

VLIN Ап Applesoft BASIC instruction that is used in both low-resolution and 
high-resolution graphics modes to draw a vertical line from one specified point 
to another at a specified column location. 

volatile memory Temporary memory storage within the RAM chips. The data 
stored in volatile memory remain present only as long as power is supplied to 
the computer. When the computer is turned off, the data in the volatile RAM 
chips in system memory are cleared. When the computer is powered on again, 
the RAM is empty, and the required software and data must once again be 
loaded into RAM from the disk drive or from the ROM chips. 

voltage spike An instantaneous jolt of power from the AC outlet that far ex- 
ceeds the normal 110/120-volt supply, so much so that the computer power 
supply cannot effectively suppress it from the damaging or destroying com- 
puter circuits. 

voltage surge А temporary increase in electrical voltage lasting long enough to 
be noticed on a meter. 

volt Theunit of electromotive force, equal to the product of current and resist- 
ance. 
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word length See character length. 

write-protect notch Тһе small cutout on the side of the diskette which, when 
exposed, allows data to be written onto the diskette, but when covered, disables 
the write function. Write-protection is used to protect data from being acci- 
dentally overwritten. 

write To record, or save, programs and files residing in system memory onto а 
diskette for storage and later use. 


X 


XON/XOFF protocol А communication configuration parameter which es- 
tablishes a set of communication data signals and procedures which suspend 
(XOFF) and resume (XON) data transfer to accommodate the capacity of 
communication data buffers and prevent data from dropping off or overwrit- 
ing. 
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A 
accumulators, 41 
adders, 41 
adjustments, 17 
Alignment Test, 79 
Applesoft BASIC Programmer's 
Reference Manual, 25, 30 
Applesoft BASIC Toolbox, 30 
arithmetic-logic section of CPU, 40 
ASCII value, 23, 53 
ASCII values, 53 


B 
BASIC commands and statements, 
30 
baud rate, 167 
bidirectional printer, 102 
brown-out effect, 12 
burn-in, 24, 50, 181, 183 
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central processing unit (CPU), 2,40 
arithmetic-logic section of, 40 
control and storage sections, 41 


character generators, 67 
Character Loopback Test, 176 
Character Set Print Test, 23, 114 
Character Set Test, 23, 79 
cleaning, 6, 14, 17 

coding, 203 

COLOR, 31 

color monitor, 66 
communication parameters, 166 
communication software, 166 
comparers, 41 

components, 1 

compressed air, 13 

controller boards, 39, 42 

crash, 48, 147 

CRT (see monitor) 
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daisy wheel, 104 

data size, 167 

device driver, 111 

directionality, 168 

Disk Drive Diagnostic Module, xvi, 
23, 150, 152-159 

disk drives, 1, 131-159 


cannot load program or read data, 
143 

cannot write to diskette, 144 

configurations for, 136 

controller for, 134 

data mismatch, 146 

description and function of, 132 

Disk Drive Diagnostic Module, 
150 

drive mechanism for, 134 

file not found error message, 149 

head cleaning, 13 

head crash, 147 

ПО error message, 147 

inoperative, 142 

locating and grouping data, 138 

maintenance and repair for, 3 

no buffers available error 
message, 149 

operation of, 137 

out of space error message, 149 

preventive maintenance, 141 

read data garbled, 144 

reading data, 140 

servicing required, 150 

system components of, 133 
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troubleshooting and repair, 
142-150 
try new diskette error message, 
149 
types of, 133 
volumn mismatch, 149 
write-protection message, 149 
writing data, 138 
disks (see also disk drives), 132 
care of, 141 
initialization, 145 
sectors and tracks, 139 
write-protected, 149 
display (see monitor) 
Display Test, 23, 77 
documentation, 4 
dot matrix, 66 
dot matrix printers, 101, 102 
drive head, 137 
dust covers, 10, 54, 68 
Dvorak keyboard, 51 
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Echo Character Print Test, 23, 114 

Echo Key Test, 58 

electron gun, 66 

emulation, 169 

END, 31 

etching, 68 

Exerciser Module (see System 
Exerciser Module) 

expansion slots, 39 

external fans, 13 


F 
file not found error message, 149 
Fire Test, 212 
floppy disks (see disks) 
flowcharting, 197-199 
food and drink, 12, 54 
FOR-NEXT, 31 
function keys, 51 
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game paddle 
description and function of, 207 
fire button inoperative, 210 
game port option test, 211 
inoperative, 209 
objects move improperly, 209 
preventive maintenance, 208 
tracking test, 211 
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troubleshooting and repair, 
208-201 
Game Paddle Diagnostic Module, 
xvi, 24, 206 
fire button operation, 207 
Fire Test, 212 
flowchart for, 213, 215 
functions of, 206 
Game Port Option Test, 211 
integration of System Diagnostic 
Program with, 219 
line-by-line description of, 
214-218 
testing, 219 
tracking graphic objects with, 
206 
Tracking Test, 211 
Game Port Option Test, 211 
GET, 32 
Get-a-Key subroutine, 28 
GOSUB-RETURN, 32 
GOTO, 32 
GR, 32 


H 
handshaking protocol, 169 
HCOLOR, 33 
head crash, 147 
HGR, 33 
High-Resolution Color Graphics 
Test, 23, 82, 95-99, 231-232 
high-resolution graphics monitor, 


HOME, 33 
Horizontal Tab Test, 23, 115 
HPLOT, 33 


I 
IC chips, 17 
IF, 34 
IF-THEN, 33 
IN#, 34 
initialization, 145 
INPUT, 34 
integral keyboard, 51 
integration of new modules, 205 
interfaces, 39, 43 
printer, 105 


K 
Kaming, Scott, 25, 30 


keyboard, 1, 51-62 
ASCII values, 53 
description and function of, 51 
individual key inoperative, 56 
inoperative, 55 
key interpretation, 54 
key locations, 53 
key sticks, 56 
keys feel funny, 57 
maintenance and repair for, 3 
operation of, 53 
preventive maintenance, 54 
running Keyboard Diagnostic 
Module, 58 
servicing necessary, 58 
troubleshooting and repair, 55-58 
Keyboard Diagnostic Module, xvi, 
23, 58, 60-62 


L 
laser printers, 101 
letter-quality printers, 101, 103 
Line Feed Test, 23, 116 
loopback connector, 175 
Low-Resolution Color Graphics 
Test, 23, 81 


M 
Main Menu module, xvi, 23, 26-29 
Get-a-Key subroutine, 28 
maintenance and repair, xvi, 1-19 
disk drives, 3 
everyday working habits for, 10 
keyboard, 3 
limitations to, 9 
monitor, 3 
preventive maintenance, 12 
printer, 3 
safety in, 9 
serial communication interface, 4 
setup for, 10 
system overview, 1 
system unit, 2 
tools and resources, 4 
troubleshooting techniques and, 
14 
memory, 42 
microprocessor, 2, 39 
modems, 162-164 
module code explanations, 29 
modules, 22 
monitor, 1, 63-100 
Alignment Test, 79 


blank screen, 69 
Character Set Test, 79 
cleaning, 69 
colors incorrect, 75 
defective or missing character, 72 
description and function of, 63 
Display Test, 77 
High-Resolution Color Graphics 
Test, 82 
Low-Resolution Color Graphics 
Test, 81 
maintenance and repair for, 3 
misaligned display, 71 
missing high-/low-resolution 
location, 73, 74 
missing text mode character 
location, 73 
Monitor Diagnostic Module for, 
77 
monitor interface connector, 69 
no scrolling, 72 
operation of, 66 
preventive maintenance, 68 
Scroll Test, 81 
servicing required, 77 
static on screen, 70 
troubleshooting and repair, 69-77 
types of, 64 
Monitor Diagnostic Module, xvi, 
23, 77, 83-95 
monitor interface, 67 
motherboard, 2, 39 
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no buffers error message, 149 


о 
ONERRR GOTO, 34 
online services, 164 
out of space error message, 149 
oxidation, system unit, 44, 46 


P 
parallel interface, 105 
parameters, communication, 166 
parity, 168 
PC boards, 17 
PDL, 34 
PEEK, 35 
peripherals (see also writing 
diagnostics), 193 

inoperable, 48 


types of, 194 
phosphors, 66 
PLOT, 35 
POKE, 35 
ports, 42 
post-repair testing, 181 
burning in, 183 
checking for original problem, 
182 
responding to system problems 
in, 183 
running Subsystem Diagnostic, 
183 
System Exerciser Module, 183 
potentiometers, 17 
power supply, 39, 43 
power surge protection, 11 
PR#, 35 
preventive maintenance, 12 
disk drives, 141 
game paddle, 208 
keyboard, 54 
monitor, 68 
printer, 106 
serial communication interface, 
170 
system unit, 44 
PRINT, 35 
PRINT D$, 36 
printer, 1, 101-130 
characters printing incorrectly, 
109 
cleaning, 14 
description and function of, 101 
device driver for, 111 
horizontal tab inoperative, 108 
inoperative, 106 
installation of, 110 
interfaces for, 105 


Line Feed Test, 116 

Printer Setup Test, 112 

Sliding Alpha Test, 113 
Printer Setup Test, 112 
program flowchart, 199, 202 
protocols 

communication, 169 

printer, 111 


Q 
QWERTY keyboard, 51 


R 

random-access memory (RAM), 
39, 42 

read-only memory (ROM), 39, 42 

registers, 41 

REM, 36 

repair techniques, 15 

replacing subassemblies, 18 


S 
safety precautions, 9 
Scroll Test, 23, 81 
scrolling, 72 
Serial Communication Interface 
Diagnostic Module, xvi, 23, 
174, 177-180 
Character Loopback Test, 176 
serial communication interface, 1, 
161-180 
cable for, 162 
circuitry of, 161 
communications cannot be 
established, 171 
description and function of, 161 


maintenance and repair for, 3 

paper feeds incorrectly, 108 

poor print quality, 107 

preventive maintenance, 106 

Printer Diagnostic Module for, 
112 

protocols, 111 

servicing required, 111 

troubleshooting and repair, 
106-112 

types of, 101 


Printer Diagnostic Module, xvi, 23, 


112, 117-130 
Character Set Print Test, 114 
Echo Character Print Test, 114 
Horizontal Tab Test, 115 


devices using, 162 

garbled communication, 173 

interface port, 170 

interfacing other computers and 
devices, 165 

maintenance and repair for, 4 

operation of, 166 

port for, 162 

preventive maintenance, 170 

printer inoperative, 173 

printer interface with, 164 

Serial Cor .nunication Interface 
Diagnostic Module, 174 

servicing required, 173 

troubleshooting and repair, 
170-174 
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serial interface, 105 

shotgunning, 73 

Sliding Alpha Test, 23, 113 

socketed chips, 17, 18 

spares, 7 

spills, 12, 54 

Start/stop bits, 167 

Static electricity, 11 

STEP, 36 

subassemblies, replacement of 

Subsystem Diagnostic Module, 

xviii, 183 

subsystems, xvii 


controllers and ports, 42 
description and function of, 39 
interfaces, 43 

loose boards and cables, 47 
maintenance and repair for, 2 
no power, 46 

oxidation, 44, 46 

peripheral inoperable, 48 
power supply, 43 

preventive maintenance for, 44 
servicing necessary on, 49 
system crash, 48 
troubleshooting and repair, 45-50 


user resources, 8 


V 

vacuuming, 13 

VAL, 37 

video controller, 67 

video display (see monitor) 

VLIN, 37 

volatile memory, 42 

volumn mismatch error message, 
149 


system crash, 48 
System Diagnostic Program, 21-38 
Apple II listing for, 221-230 T 
BASIC commands and TAB, 37 W 
statements, 30 television set monitor, 64 Wintermeyer, Larry G., 30 
block diagram of, 22 TEXT, 37 working habits, 10 
Game Paddle Diagnostic Module tools, 4, 5, 15 write-protection, 149 
integration with, 219 Tracking Test, 211 writing diagnostics, 193-219 
Get-a-Key subroutine, 28 tracks, 138 determining potential device 
keying in, 24 troubleshooting and repair, 8, 14 problems for, 196 


main menu display of, 25 


Main Menu Module in, 26 
modification and adaptation of, 
29 
module code explanations, 29 
modules of, xvi, 22 
programming overview, 29 
System Exerciser Module, xvi, 
xviii, 24, 183, 186-192 
system flowchart, 199, 201 
system overview, 1 
system unit, 1, 2, 39-50 
central processing unit (CPU), 40 
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disk drives, 142-150 

game paddle, 208-210 

keyboard, 55-58 

monitor, 69-77 

printer, 106-112 

serial communication interface, 
170-174 

system unit, 45-50 


try new diskette error message, 149 
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unidirctional printer, 102 


developing new module, process 
for, 194 

device manual help for, 195 

Game Paddle Diagnostic Module, 
206 

integrated program testing, 205 

module testing, 204 

needs analysis in, 195 

program analysis (flowcharting), 
197 

program preparation (coding), 
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system design and, 196 
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А money-saving guide to preventive maintenance and repair you can do yourself! 


If you’re fed up with the expense, inconveni- 
ence, and computer down time that occurs every 
time something goes wrong with your Apple II 
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keyboard, monitor, printer, and disk drive. In 
addition, they've supplied an easy-to-use System 
Diagnostics Program written in BASIC that auto- 
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